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LOZENGES 
first aid for throat irritations 


SORE THROATS due to coughs and colds, if neg- 


lected, may result in lost man hours of work. 


THANTIS~ Lozenges contain no antibiotic; they 


produce no unpleasant by-reactions in the mouth. 





THANTIS Lozenges relieve pain promptly—reduce 


infection—act prophylactically. 


Twenty-six years’ extensive clinical and lay use 
has proved the safety and effectiveness of this popular 


product. 


Mercurochrome 


First aid for wounds... 


Neglect may cause infection which 


can be prevented by prompt use of 
Mercurochrome 


No antiseptic has been proved to be 
more effective than ‘Mercurochrome 
for topical application. 
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HYNSON, WESTCOTT & DUNNING, INC., <2 sattimore 1, maryiann 
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GOLD SAFETY LENSES 
STOP EVE FATIGUE 


and Increase Production Efficiencies for ... 


INSPECTION of bright surface parts under bright lights. Eye Savers 
Gold Lenses soften the glare, protect from harmful ultraviolet rays 
and provide better object distinctness. 


LAYOUT WORK on bright surface sheets. Eye Savers Gold Lenses 


stop reflected glare and make it easier to see scribe marks. 


FABRICATING of bright sheet metal. Eye Savers Gold Lenses stop 


reflected glare and make it easier to locate work patterns. 


ASSEMBLING high gloss parts under close lights. Eye Savers Gold 
Lenses reduce glare and protect from harmful ultraviolet rays. 


EYE SAVERS Gold Lenses provide relief and safety for many other 
comparable jobs where eye fatigue prevails. These are safety lenses 
which will protect from heavy impact. 


Ne 


VISOR-TUC 
Over Eyes Protection 





Designed to Please the Worker 


GOLD SAFETY LENSES 
and to Protect Him... 


are also available for these Eye Savers 


EXECUTIVE 
LIGHTWEIGHT, COMFORTABLE = SAFETY SPECTACLE 
Featherweight construction and attractive Handsome, lightweight frame 
7 : ' curved to fit forehead and 
design . . . weighs only 1% ounces... two give qned protection wihest 


thirds lighter than glass. side shields. 


y Model 595 SY1 
{2 } REPLACEABLE LENSES 


SNAP -S_iIN-OUT SNAP-IN, SNAP-OUT 
\ Les Can be removed and inserted quickly and ; . TUC-OVER CLIP-ON 
“\ _ ‘ ° , } Featherlight, plastic frame 
A easily by the worker. Lenses are available ions ath tenenpid hae qniuiiads 
in Clear (C), Light Green (G2), Medium , Two sizes fit all prescription 
P f i 
Green (G4) and Dark Green (G6). ~ sna 


: Model 175 TMY 
- EASILY ADJUSTED TEMPLES GIVE 
, PERFECT FIT FOR EVERY WORKER 4 
qm PUSH IN 3 


A 


Retrax Temples telescope in or out for per- i. ¢ 4 SOFT VINYL GOGGLE 
fect fit and comfort. Each wearer adjusts Y, Form-fits any face com- 
fortably. . . . Extra wide 
6" lens in large frame fits 
over prescription glasses 
. . . ‘ — gives 100% protection. 
See Your Authorized Eye Savers Supplier, or ' Medel 440 SVY 

Write Direct for Full Information on Watchemoket 


Safety Spectacles. 


his own. 











Quality Eye Protective Equipment Made by the Leaders in Plastics 








ke SAVERS Biol 
WATCHEMOKET OPTICAL 


232 West Exchange Sr. PROVIDENCE 3, R. I. In Canada: Levitt-Safety Limited, Toronto 10, Montreal 26 
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- CESCO 
All-Purpose Face Shield | 


for general shop work 


Snap-fast Face Shield 
with deflector crown 


Here is a practical answer to the demand for a low-priced, light, 
effective face shield that will meet the demands of a wide variety 
Open top of shop requirements. 

Snap-fast Face Shield The CESCO 770 Face Shield comes in three window lengths of 
4” 6” and 8” (top to bottom). The windows mount inside an alumi- 
num channel in a tight assembly and are impervious to the entrance 

of dirt or liquid. 
The head band of vinyl plastic is adjusted by a sliding strap. 
There is no metal or mechanical adjustment to snag the hair. The 
shield conforms easily to the head at all points. Win- 
dows of cellulose-acetate may be in green or clear. 
Contact your nearest CESCO distributor today or 


Helmet-t F Shield : : : : 
ee write for complete information and prices. 


a? Write for complete Catalog 
CHICAGO EYE SHIELD COMPANY « 2308 Warren Boulevard, Chicago 12, Illinois 


OFFICES IN: Atlanta, Birmingham, Boston, suffalo, Cincinrati, Cleveland, Columbus, 
Dallas, Detroit, Houston, Kansas City, Knoxville, Little Rock, Los Angeles, Louisville, 
Mexico City, D.F., Milwaukee, Montreal, Orange, Peoria, Philadelphia, Pittsburgh, 


Salt Lake City, San Mateo, Spokane, St. Louis, St. Paul, Toledo, Tulsa, Wichita 
Full-visibility 


Helmet-type Face Shield 
Spark Shield 


(ESCO Eg 
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STyiep FOR EACH EY® 


Select a lens shape like the Profession prescribes—tailored and shaped indi- 
vidually to fit snugly against opposing slopes of the nose. Wider vision, both 
vertically and horizontally, gives maximum visual efficiency and the greatest 
/ smn Ze oer | area for protection. USSSCO’s SAF-I1-SPECTACLES, with Styl-Ize in- 


GREATER VISUAL AREA + MORE PROTECTION dustrial Lens Shape, meets these requirements. “Just what the Doctor ordered.” 
"Gust what the Qocor ordered!“ 


Here is the record: During the past year this new SAF-i-SPECTACLE has established 
new standards for worker acceptance, and lower accident 

frequency rates, in a steadily growing number of 

“blue chip” industrial plants. The enthusiasm of this 


acceptance has far exceeded our most favorable estimates! 


a'¢ 


A NEW 
SIDE SHIELD DESIGN 


available in clear or green plastic 


me > t +g: . 
@ more attractive Meets Federal specifications 
@ more comfortable—lighter 
@ more ventilation 


non-fogging Users state that the new SAF-I-SPECTACLE has been widely accepted 


@ offers full side protection because of: ; j : 
permits flat, convenient folding new industrial st lin in modern Wy l4A shape 
different for men and women 


choice of colored frames 


in strong Butyrate: bronze, burgundy, crystal, slate blue 


new shatterproof OPTILITE* lens * oPriLITE @ — 


@ new superior 
sofety lens moa 


a lighter yet stronger lens, completely eliminating the —te,ia/ not 
objection of heavy weight . . . with twice the strength  ° 9/9 py 


; 2 : @ thermoplastic 
and half the weight of hardened glass. Available in but on exciusive 
. . es USSSCO formu 
Rx or Plano, bifocal or single vision. « hemmbounll 
Choice of 44 and 47 eye sizes, integral or adjustable nose pads ed resins 
spatula or riding bow cable temples. Also available with hardened 
glass lens in Plano or Rx 


USSSCO products ore developed, manufactured, and sold direct to the 
user by the United States Safety Service Co., through a staff of trained, ONLY USSSCO 
Pioneers in Modern full-time service engineers. Look in your phone book Yellow Pages for offers these choices 
9 ~ 
Industrial Eye Wear neorest soles office, or wrife us in Konsos City @ Styl-Ize or P-3 Shape 





@ Plastic or Metal 


UNITED STATES SAFETY SERVICE CO. eee 


ened glass lenses, 
in Plano or Rx, Sin 
gle Vision or Bifocal 


BRANCHES IM PRINCIPAL INDUSTRIAL CITIES 


Div. 1215 McGEE ST., KANSAS CITY 6, MISSOURI 
IN CANADA: PARMELEE, LTD., TORONTO & MONTREAL 
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Let’s not clean away 
dollars an man-hours 


with costly, inadequate floor care 


your floor-cheautiug wcth a 
COMBINATION SCRUBBER-VAC! 


Wherever combination-machine-scrubbing is the practical solu- 











tion to the floor-cleaning problem, any lesser, slower method is 
wasteful of money and manpower. A Combination Scrubber-} ac 
applies the cleanser, scrubs, flushes if required, and picks up 

all in one operation! Maintenance men like the convenience 
of working with this single unit... the thoroughness with which it 
cleans... and the features that make the machine simple to operate. 
It’s self-propelled, and has a positive clutch. There are no switches to 
set for fast or slow—slight pressure of the hand on clutch lever adjusts 
speed to desired rate. The powerful vae performs quietly. Cable reel is 
self-winding. Model 213P Scrubber-lac at left. for heavy duty serub- 
bing of large-area floors, has a 26-inch brush spread, and cleans up 
to 8.750 sq. ft. per hour! 


Finnell makes Scrubber-Vac Machines in a full range 
of sizes for small, vast. and intermediate oper- 
ations. From this complete line, you can choose the 
size that’s exactly right for your job (no need to over- 
buy or under-buy). Its also good to know that you 
can lease or purchase a Scrubber-lac. and that a 
Finnell floor specialist and engineer is nearby to help 
train vour maintenance Operators in the proper use of 
the machine . .. to recommend cleaning schedules for 
most effectual care ... and to make periodic check-ups. 
For demonstration, consultation, or literature, phone or 
write nearest Finnell Branch or Finnell System. Ine.. 


(Powder Dispenser é er 3502 East St.. Elkhart, Ind. Branch Offices in all prin- 
and Level Cable Wind ee i) ° 


cipal cities of the United States and Canada. 
are accessories) 


FINNELL SYSTEM, INC. See wa 


PRINCIPAL 
Originators of Power Scrubbing and Polishing Machines CITIES 
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FEATURES 


Accidents Can Sell Management on Safety 
\ Kansas manufacturer has proved what difference a 
strong safety program makes in both injuries and costs. 


How—Why—to Use a Picture 


A common-type photo can be used to sell plant workers on 
the value of safety to them. 


Your Electronic Applications—Are They Safe? . . .22 
Here’s a study of the hazards met in industrial use of 
electronic equipment—and how to beat them. 


A Typical Electronics Safety Problem 
\n automotive plant demonstrates industrial electronic 
applications and the hazards they represent. 


Teach Your Foremen How to Speak 


These concrete ideas on training foremen to talk on safety 
have paid off in many ways for one company. 


All Year Long ........ 3: 


What a rubber company has done to promote good house- 
keeping by a 15-month-long contest. 


Safety Display a Big Success 
Why not encourage your own trade group to try a safety 
show like this at a county or state fair? 


Copyright 1956 PUBLISHED MONTHLY BY 


NDUSTRIAL PUBLISHING GROUP 


A DIVISION OF TELENEWS PRODUCTIONS, INC., 
1240 ONTARIO STREET, CLEVELAND 13, OHIO 


a = a SEN Single copy 50c, One Year $5, Canada $6, United Kingdom & .5.0., 
SUBSCR PLON RATES: Payable in Sterling at our London Office. Other Foreign $7. 





don't let heat fatigue 
“KO” your workers 


this summer 


buy now and save 


EARLY 
be sure you have ORDER 
iQ, sane Tablets DISCOUNT 


when you need them! for orders received 


before March 31, 1956 


Get the jump on hot days ahead .. . order MSco Impregnated Salt Tablets now. 
Your workers will have them the first day temperatures soar... you'll save by 
buying at “early order’’ prices. Tablets will be shipped from your local safety 
distributor's stock to expedite your order. And remember, when you buy MSco, 
you buy impregnated salt tablets—with controlled action to replace needed body 
salt immediately, but at a gradual rate to meet the body’s needs. In expendable 
dispensers with bracket for wall locations, or in handy plastic vials for field 
workers. Write Medical Supply Company for literature and prices, or see your 
nearest MSco distributor. 


100 Vials 500 Tablet Dispenser 1000 Tablet Dispenser 


Medical Supply Company 
Rockford, Illinois « in Canada, It's Safety Supply Company 
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Safely Directors 
are LOOKING to 


Behind the wide acceptance of HY-TEST ... the 
largest selling Safety Shoe, stands a record of 
outstanding achievements and continuing 
developments* in Foot Protection, Foot Health 
and Foot Comfort. That's why more and more 
Safety Directors the country over look to 
HY-TEST for the solution of their foot 
safety problems. Whatever the condition, 
whatever the need... Don’t Settle for 

Less Than HY-TEST! 


*Famous Anchor Flange® Steel Box Toe, Bol 
Tan Sweat-Resistant Leather Insoles, Durisco 
H 530 J Mildew-Proof Treated Lining, Greatest 


MEDALLION OXFORD _ Dressy and Distinct Comfort Features, and Largest 


on-and-off the j 
job; brown si 
; n side (TES Shoes and Boots “Built for the Job”. 


Upper; oak leather sole; half _” 


rubber heel; storm welt. SHOE COMPANY 
0 DW 
a & 
eee HY-TEST 
SAFETY SHOES 


Division 
INTERNATIONAL SHOE COMPANY 
1509 Washington Ave., St. Louis 3, Mo 
Teletype: SL 300 
927 N. 3rd St., Philadelphia 23, Pa 
Teletype: PH 476 


Choice of Leathers and Soles, Three Separate 


Selection of more than 80 styles of Oxfords, 
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EDMONT CASE NO. 584: In a Massachusetts plant making hydraulic tractor attach- 
ments (name on request), leather palm gloves worn for handling and cutting steel 
bars and tubes on horizontal bandsaw became oil-soaked and unusable after 80 
hours. Job test showed that Edmont’s Snorkel (a light, very flexible oil-proof 


glove of plastic coated jersey) wore longer than 100 hours, saving over 25 


Job-fitted glove wore 20% longer 
«+» Cut cost more than 25% 


Gloves, like tools, should fit the job. In 
the case history above, the manufacturer 
wanted a glove that provided a_ better 
grip, did not become oil-soaked, and 
would give substantially longer wear. An 
analysis of the operation indicated that 
Snorkel No. 404 the Edmont Snorkel was the glove best 


Knitwrist, fully coated fitted for the job. In comparison testing 


the super flexible Snorkel gripped better, 
<a 


was impervious to oil, and wore more 


—_ »y than 20 hours longer. Actually reduced 
glove costs more than 25%. 
LL > 


Bi Ts 


Grab-it No. 60W 


Palm-coated knitwrist 


EDMONT CASE No. 486: Texas battery manu- 
facturer found leather palm gloves lasted 1 
to 2 hours, handling lead plates with rough, 
sharp edges through cutting and trimming 
machine. Edmont No. 60W gloves, palm- 
coated with cut-resistant natural rubber, wore 
9 hours on the same job. 


EDMONT CASE No. 521: In handling hardwood 
stock behind double ripsaw, leather palm 
Monkey-Grip No. 30 gloves lasted 7 shifts. Edmont plastic palm 


| t knit t > 
Pree eer tenreas coated No. 30 gloves lasted over 20 shifts. 


FREE TEST OFFER TO LISTED FIRMS: Tell us your operation, materials 
handled and temperature conditions. From our more than 50 types of 
gloves—palm coated or fully coated—we will recommend glove and 


coating that best fits job and supply samples for comparison testing. 


Edmont Manufacturing Company, 1244, Walnut St., Coshocton, O. 


World's largest maker of industrial coated gloves, AN 
available through leading industrial suppliers ‘ 


Edmon 


Edmont jos-rittep GLoves 
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LETTERS 


Give the Designer 
His Due! 


EDITOR: 

The article in the October issue 
“Robot Helps Cut Back Injuries.” 
is very interesting: however, 
credit should be given where due. 

You will find attached copies of 
letters stating the origin of this 
robot. 

We have been using the robot 
in our safety program, and it has 
been well worth our time. 

R. L. Davis 
District Supervisor 
Safety Dept. 
North America Companies 


Los Angeles, Calif. 


The “attached coples” indicate 
that Campbell {llen, safety direc- 
tor, Armco Steel Corporation, 
Viddletown, Ohio, designed the 
robot, which already is being used 
hy several firms besides the North 


{merica Companies. Thank you, 


Vr. Davis! 


Help for 
"Sudden Injury” 


EDITOR: 

As a safety engineer and reader 
of OccuPaATIONAL Hazarps, I 
thought you might be interested 
in publishing the picture and ac- 
count of the accident described by 
the enclosed clipping taken from 
the Denver Post. 

Mr. Davis Mathias, Denver Post 
photographer, assures me that he 
will cooperate with you in supply- 
ing the picture if you are inter- 
ested. 

Davip W. Cox 
Denver, Colo. 


Indeed we are interested! The 
picture is appearing in this present 
issue. If other readers run across 
photographs they think will make 
good “Sudden Injury” subjects, 
we shall be mighty glad to hear 
from them. 

Continued on page 10 
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A 8-13 
B 7-13 
C 6-13 


D 6-13 
E 6-13 
EEE 6-13 


Iron Age 


DIVISION 


= 
Y 


lron Age 


No. 620 Steel Toe 


SAFETY 
OXFORD 


With Sylflex Leather Uppers 


We couldn’t improve the styling in 
this smart, brown, plain toe safety 
oxford. But we could and did im- 
prove its utility. Now the smoothly 
contoured uppers are cut from gen- 
uine Sylflex tanned leather. And the 
sole welting is also a Sylflex tannage. 
This simply means that those who 
wear the Iron Age 620 now get the 
added value of a moisture-resistant 
construction. And most everyone 
knows what Sylflex means in terms 


H. CHILDS 
1205 Madison Ave. 


and Sole Welting 


of greater comfort and longer wear. 

All other quality features such as 
Seiberling Oil-Pruf sole and _ heel, 
Dacron stitching, Pacifate vamp lin- 
ing and leather toe lining are re- 
tained. So is the number. It’s still 
‘*620”’—too popular for us to change, 
so easy for you to remember. 

Get your stock order in now. Let 
your people start enjoying the added 
benefits that Sylflex tanned leather 
alone provides. 


& CO., INC. 


¢ Pittsburgh 12, Pa. 
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Up -to a 


FOUISVILLE { ADDER 


CHOOSE FROM AMERICA’S MOST COMPLETE LINE OF 
ALUMINUM LADDER PRODUCTS FOR INDUSTRY 





Raised diamond /\ \\ S. “W, GAL 
tread assures non- age Cg 
slip surface on top! - - if # \ 

| H. D. STEP 


The most rugged step 
made! Used in America’s 
largest industrial plants 
for both production and 
maintenance. 









Double rung. steps — i b 
assure safe footing 
















with comfort! 


Heavy gauge cad 
mium - plated steel 
Patented rung as folding braces! 
sembly Positive re 
sistance to twist anc 
wobble! Extra strength! Back 
frame of the H.D. is 
a ladder, too! 


Extra Safety! Corru 
gated rubber stay 
put’ feet 





\ 





MASTER STEP MECHANIC STEP MASTER SAFE-WEIGHT 
Industry's standard Added trength! PLATFORM PLATFORM 
For general mair Two front sections Safety and comfort When maximum 
tenance pnt allow two-man of for long hours on rigidity is required 
changing, painting eration. Make jeaq the job at great heights 
etc plank support 






@ 


Oursvitsr 


Straights, A Lovisv lle products are ndustrial LAnean poaneg be 
Extensions products Designed and made for the ti 
. 7 extra service, extra safety required by | gore ice ™ 
Rolling Scaffolds, ndustry Get the facts on the complete iri STEPS, 
and Stages, Me. .- ne. Write for free all-products folder. | Oe, scaene 


ourmsvitLe Janvver Ca. 


1101 West Oak 


Louisville 10, Kentucky 
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LETTERS 





Compensation Law 


Data Needed 


Le pIToR: 

We have been checking over the 
excellent resumes. “Do You Know 
Your Compensation Laws?” pub- 
lished in 1953-1954 by Occupa- 
riONAL Hazarps. Although we are 
missing one or two copies, we are 
wondering whether resumes were 
prepared for these states: 

Arkansas, California, Idaho. 
lowa. Kansas. Massachusetts. Min- 
nesota. Montana. Nebraska. Ne- 
vad Re New York. 

In the event these states were 
not covered. do you plan to do so 
at a later date? 

N. E. PETERSON 
\ccident Prevention Engineer 
Truck Insurance Exchange 
Los Angeles. Calif. 





7 he se states were covered by the 
1953-1954 resumes, and Mr. Peter- 


son has been furnished with the 






dates on which the data appeared, 





It should be remembered. however. 





that many states thoroughly over- 






hauled their compensation acts 





during 1955. and that earlier in- 
formation may be somewhat mis- 
leading now. Watch “What's Neu 
in Compe nsation” for news of cur- 


rent changes. 
5 


Cracked Lens Photo 
Still Popular 







EDITOR: 


We have a customer who is in- 








terested in sec uring coples of two 
pictures which appeared in your 
magazine. 

One shows the cracked lens of a 
pair of safety glasses worn by a 
toolmaker at the Cadillac Tank 


Plant in Cleveland; it appeared on 






your cover for July 1954. 





The other is the top-most pic- 





ture on page 35 of the December 





1954 edition. and shows a worker 





whose hand has been posed as be- 





ing caught in a machine. 





The customer wonders if these 





pictures are available for repro- 





Continued on page 14 
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LET’S FACE IT/ 


only the 






BEST 


is good enough! 


ws 
my PROTECTIVE CLOTHING 


A bold statement? Certainly, and here’s why we make it. 
Sawyer has pioneered the industry for more than 100 
years in all phases of research, materials, equipment and 
manufacturing processes. Our Frog Brand clothing is made 
from highest quality base fabrics. No manufacturer 
subjects fabrics and raw materials to more exhaustive 
tests, both chemically and physically, than Sawyer! 
“Saturation Coating’? . . . “Multiple Coating’? . 

“Penetration Coating’ ? — call it what you will, its develop- 
ment was a Sawyer “first”! Double interlocked sewn 
seams, non-corrosive fastenings, clothing that won't bulk, 


clothing that is full cut for comfort — these and many 
more are the result of our exceptional “know how’. 
What does this all add up to? . . . just this — Sawyer 


Neoprene Latex clothing for the protection. of your 
personnel is 





@ guaranteed not to peel, blister or crack!* 
@ guaranteed not to leak or come apart!* 
@ tough! — yet light in weight! 
@ more pliable, more flexible — easier to work 
in! 
@ more resistant to chemicals, alkalies, tem- 
peratures, oils, greases, solvents, abrasion, 
etc.! 
@ easier to dry clean, launder or clean in petro- 
leum solvent! * FROG BRAND 


P G 
@ designed with every feature necessary to ) 
guarantee more efficient, more durable, more 

economical wear! 


* in ordinary usage. tiny 


_ for the lst preteclio yor can 
thee you oc uprenee Mee 


Me, 


Os 


“BE SAFE + BE SURE > BUY SAWYER” 


Industrial Suits Lineman’s Suits Sleeves The H. M. SAWYER 3 ie) | Company 


Industrial Coats Hip Leggings Hats 


A Division of Sawyer-Tower, Inc. 
Coveralls*Hoods Fisherman's Suits Spats Specialists in Protective Clothing for more than a century 
Miner's Suits Butcher's Cuffs Aprons CAMBRIDGE 41, MASS. 


Kt 





Announcing the Fabulous.. 


NEW ORK (654/7/ 


WHICH DISPENSES EITHER A CREAM 




















This same dispenser will dispense 
powdered or granulated soap or 





THIS SAME DISPENSER, 


WITHOUT CHANGE, 
HOLDS ONE GALLON 
OF ANY POWDERED OR 


EASY FILL wit 
NO SPILL! swive: pis- 
PENSER UP-SIDE-DOWN..: 
REMOVE EMPTY THROW-AWAY 
CARTON OR TIN... REPLACE 
\WITH NEW CONTAINER. TURN 


skin cleanser from ordinary card- 


GRANULATED SOAP OR LOADED DISPENSER 
board cartons. 


SKIN CLEANSERORONE | faicnr SIDE - UP, yw» 
GALLON OF A CREAM jf 


TAKES LESS 
OR A PASTE. : 


THAN A 
MINUTES I: 


OB-SER-VISION 
WINDOW LETs You 
SEE AT A GLANCE 
WHEN REFILLING IS 
NEEDED. SAVES 7/ME/ 
PREVENTS 
ABUSE // 






































POSITIVE FEED CONTROL! 
CAN BE SET FROM "FULL 
OPEN" TO "ZERO"... 
7TH/S MEANS ECONOMY! 
POSITIVE WASTE 
CONTROL... CANNOT > 


a 5 
OPERATE UNLESS THE \ 


anes go, PATENTS 
Tm APPLIED 


POSITIVE i } 
CUT OFF... Ae2=- 0 
NO ORIP/ F R 


NO S/IFT/ 


G. m PACKWOOD MFG. CO. 
WManufpacturing Chemists and Engineers 


1551 TOWER GROVE AVE. e¢ ST 











- LOUIS 10, MO. 
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“Soap Saver’ 


DISPENSER 


A PASTE OR A POWDER! 


yy ENGINEERED TO TAKE 
ALL THE PRIZES! 


% BUILT TO TAKE 
ABUSE — IT’S RUGGED! 
e MOST VERSATILE 
e MOST WASTE-PROOF 
e MOST ECONOMICAL 


Here’s the NEW dispenser that’s designed to save you money in every important way... that will 
pay for itself in savings... not just once but many times over in a very short period. It also provides 
the means of speedily switching from cream to powders or visa versa. This one dispenser adapts 
readily to the conditions brought about by variations in skin cleansers to meet changing needs. 


VERSATILE. .- Whether your plant uses cream, powder 


or paste skin cleansers at present this is the dispenser for 
you. Future change overs, plant wide or sectionally, from 
one type of skin cleanser to another will not obsolete your 
dispensing equipment. The PAX C-P DISPENSER is easily 
and quickly adaptable to these changing conditions. It is 
superbly engineered to dispense powders, pastes or creams 
with a maximum of economy. 


FEED CONTROL -+-A quick and easy adjustment pre- 


vents waste by dispensing just the right amount of cleaner 
to achieve the greatest economy for soil caused by working 
conditions in any area of the plant. 


GREAT CAPACITY ||. tie PAX CP DISPENSER re- 


quires only minimum attention because of its great capacity. 
It will hold 5 pounds or more of powdered skin cleanser 
packed in ordinary throw-away cardboard cartons or one 
gallon of cream or paste packed in throw-away tins or the 
tin container can be filled with powdered soap and used. It 
goes a long time without refills. 


FILL WITH NO SPILL... Tie AX C-P has no time- 


consuming hopper to fill with the customary muss and fuss. 
Instead it is easily filled with a throw-away type carton or 
can. The PAX C-P DISPENSER is quickly swiveled to the 
up-side-down position. The empty can or carton is removed 
and discarded. The new supply container is quickly attached 
—no tools necessary. The dispenser is turned right-side-up 
and it locks automatically in correct position. The whole 
operation takes less than a minute and the supply will outlast 
small capacity dispensers 10 or more times to 1. 


POSITIVE CUT-OFF. .. The discharge valve closes 
tightly to prevent dripping of creams or the sifting of powder 
type cleaners. As a further detriment to waste, the PAX C-P 
DISPENSER has been engineered so that it WILL NOT 
DISPENSE ANY CREAM, PASTE OR GRANULATED SKIN 
CLEANER UNLESS THE OPERATOR’S HAND IS UNDER 
THE DISCHARGE VALVE. These no-waste features also 


help keep wash basins and wash rooms neat and clean. 


SMOOTH OPERATING ... Expert engineering and 
rugged, heavy gauge metal parts make this dispenser the 
most trouble free of all dispensers. Its positive dispensing 
action assures free flowing of any type of cleaner ... cream, 
paste, powder or even a WET GRANULATED SKIN 
CLEANSER. The PAX C-P Dispenser never clogs, never gets 
out of order. 


Look for the PAX Rooster and 
the PAX SEAL...They are 
trade marks used only on 
products of the Highest Merit. 


OB-SER-VISION® WINDOW ..- Just a glance tells 


when the dispenser needs refilling. Cuts refill time an 
average of 50% up to 90% compared to ordinary dispensers. 
Prevents abuse when dispenser is empty. 


EASY MOUNTING. .. The PAX C-P DISPENSER is 


easily attached to walls, over wash basins, on wash fountains, 
in shower rooms, etc. by normal means of fastening. 


PAX 
WORK BENCH BRACKET 


Pat. Pend.) 


The PAX WORK BENCH 
BRACKET is the best and surely 
the most economical means of 
expanding “Waterless” wash up 
facilities throughout the plant. A 
dispenser located on the work- 
bench eliminates completely the 
time loss of employees waiking 
to and from not quickly reached 
wash stands or wash rooms. 














Your plant should be equipped with PAX C-P DISPENSERS 
and PAX WORK BENCH BRACKETS and gain all the ad- 


vantages of modern equipment. 


For EXTRA SAVINGS with SAFETY, SATISFACTION and 
TRUE IN-USE ECONOMY have your PAX representative or 
jobber show you the complete line of PAX SKIN CLEANS- 


ERS and other skin care products. 


The PAX C-P Dispenser and accessory equipment is protected by patents 
or patents pending. 


Sk ss 


*TRADENAME OF G. H. PACKWOOD MFG. co 


) Sy Se OS ee a 


. no obligation of course. 


5 TYPE YOUR NAME AND ADDRESS 


® Please send complete information and prices at once 


NAME 





TITLE 


Bw e 
B 








STREET 





CITY ZONE ( ), STATE 
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LETTERS 





duction. It is considering the pos- 
sible use of one or both of them in 
a news letter sent out to super- 
visory personnel in and out of the 
state 

Joun Doucias 
The Bover-( ampbell R20; 
Detroit. Mich. 

The cover picture came from the 
Cadillac Tank Plant itselj: it has 
proved to be one of the most popu 

° lar photos OCCUPATIONAL HAZARDS 
etter-butl ever has published. The other pic- 
ture came from Philip Morris & 
Company, and helped illustrate 
hou posed photographs can help 


DRY CHEMICAL teach workers safe methods 
EXTINGUISHERS 


SAFETY PIN 
“POSITIVE PIERCE PIN 

“SAFEGUARD CARTRIDGE SEAL 
Re Ey ee neee “CONVENIENT CARRYING HANDLE 
ee] “TAMPER-PROOF FILLER CAP 
es \..\“ LARGE RADIUS DISCHARGE TUBE CURVE 
“- NON-KINK FLEXIBLE HOSE 
_ “CARBON DIOXIDE CARTRIDGE 


“STAINLESS STEEL CONSTRUCTION, stronger, 
lighter weight, safer and durable. 
~~ MOISTURE-PROOF SQUEEZE-GRIP 


wt DISCHARGE NOZZLE 
__-—— STAINLESS STEEL PIN AND SLEEVE 
] __-— CO, PRESSURE INLET 





better- built 




















_— POWDER OUTLET 
Location of tube and construction of 
— bottom assures 98% powder discharge. 


—— CONVEX BASE Emery Dust Usually 
Not Hazardous 





Available in 5, 10, 20 and 30 Pound Models —_— 
wie OR: 


[ would like to know if there is 
UNDERWRITERS’ LABORATORIES APPROVED! any danger in breathing emery 
dust when it is used for grinding 
purposes with an air gun. 

I would like also to know what 


the California safety code requires 


t.. get surer fire protection from Buffalo better-built 
extinguishers because there’s more protection built-in! 
Highest engineering standards, exacting manufacture 
and precision inspection proauce the finest extin- = . ‘ in the way of fans and blowers 
guishers possible. Dealing with your Buffalo industrial when grinding with emery paper. 
distributor has many advantages. He carries a com 
plete line of Buffalo better-built portable extinguish ; . ae 
ers, parts and recharges. Simply call him, one trans ‘ bAs Richmond, Calif. 


action, will answer your fire protection needs in a , on Emery dust ts inert harmless 
ll him now! ee ee ae | ; . 
hurry. Call him now! He is listed in the yellow page to the worker—but if it is inhaled 


Henry G. TURNER 


of your telephone directory 
in large quantities over a long time 


ii may predispose the worker to 


WRITE TODAY FOR THIS COMPLETE 
POCKET GUIDE TO FIRE PROTECTION! 


tuberculosis or cause what ts 


“mechantee nterfer- 
BUFFALO Fine aPPLiame® known as “mechanical inter} 


COerorarion 


DAYTON b. OMIO ence” with breathing. State safety 


B U & FA |e) e | Rr t A Lae Gr L i A he iz code s venerally make no mention 
° ee. ee N 


c 1 oo of special provisions to be made 
Te ee Me » (oo. i a ©) for grinding with emery paper. 
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FREE! 


is ye Cleanin Stations 
S ‘ 
“reg \* .) 


PD ° e 
Poackiaee Now you can promote eye safety, save time and improve work- 


manship by putting Sight Savers at everyone’s fingertips. Spot 
new space-saving Sight Saver Cleaning Stations at handy loca- 
tions throughout your plant, including offices and washrooms. 
They cost you nothing. You pay for the tissues only, and Sight 
Saver Cleaning Stations assure thrifty use of tissues because they 
dispense only one ata time. Make clean glasses a habit with 
Sight Savers, the genuine, silicone-treated tissues known and pre- 
ferred by millions as the easiest, most efficient way to clean and 
polish eye glasses. 


Compact, space-saving—over-all size only 3'2 x 8” 
Easy to install—either screw or adhesive mounting 
Dispense just one ready-to-use, 3x7” tissue at a time 
Easy to service, insert new packets of tissues as needed 
Dispense standard Sight Saver refill packet—No. 65 
Attractive steel construction, fool-proof mechanism 
Available in 3 colors—safety green, white, black 





Catalog Color Price 


New Dispensers: 
No. 67 Black Free with purchase 
of Sight Savers 
No. 68 White ditto 
No. 69 Safety Green ditto 
Original Dispensers: 
No. 60 Black $2.50 ea 
No. 61 White $2.50 ea 
No. 62 Safety Green $2.50 ea 


Refill packets of Sight Savers for all models: No. 65—Packet of 800 
Sight Saver tissues $1.45 ea. 10 packets per ctn., 10 ctn. per case 


MAIL COUPON TODAY for Distributor Listing 


DOW CORNING CORPORATION Midland, Mich. Dept.8202 
Please send me your listing of Safety Supply Houses handling 
DOW CORNING SIGHT SAVER Cleaning Stations. 


CORPORATION NAME 


COMPANY _ 








ADDRESS 





MIDLAND, MICHIGAN pore 
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NeW s an electrically-conductive safety shoe that 


retains high, safe conductivity 


even after months of service! 





Lehigh 


Csi ~< ani & IN od | 


GROUND-OFF 
STATIC ELECTRICITY 


BRAND NEW SHOE shows 
resistance of 3,000 ohms to ground 


SHOE WORN 11 MONTHS BY SAFETY ENGINEER 
shows only 30,000 ohms resistance to ground 


Recommended Safe Practices Bulletin No. 56 by National 


Maximum safe resistance is 250,000 ohms established ‘) 
Fire Protection Association. 


—in explosives and loading plants or arsenals 

—where inflammable fumes are present 

—in enclosed tanks and vessels 

—in refineries, cracking plants ; 
this remarkable new shoe effectively and i. ) eels 
continuously grounds off body static — retains its 

high protection against spark hazards even after 

months of wear, as shown above. The only metal 

in it is the steel toe box, heavily sheathed and 

insulated, for the essential foot protection every 

man needs in industry. A single test pair will 

prove conclusively that this is the most efficient 


antistatic shoe yet developed. 


Emmaus, Pa. 
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Average 
for first 
six months 























Average 
for year 

















1954 


WHAT happens to frequency rates when a 
strong safety program is started is demon- 
strated graphically by the experience of the 
Gustin-Bacon Manufacturing Company. 


Accidents Can Sell Management on Safety 


W ELL, HOW can you sell management on a safety 
program? You read one answer in the 
October 1955 issue of OCCUPATIONAL HAZARDS (“One 
Man Can Make the Difference”): now. the Gustin- 
Bacon Manufacturing Company, Kansas City, Kansas, 
provides another. 

Gustin-Bacon employs about 900 production workers 
in seven plants. The company makes and fabricates 
many types of industrial insulation. Operations are 
varied enough to create a lot of different hazards. 

During the first six months of 1953, Plants 1, 2, 3, 
and 4 had an accident frequency rate of 54.22. Plants 
5 and 6 did better; their rate was only 17.32. Plant 7 


with the largest number of workers, had a rate of 


43.31. The seven plants—all are in the Kansas City 


area—averaged 34.23 in accident frequency. 
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That was when W. Y. Burger was brought in as 
safety supervisor. 

The year 1953 ended with an accident frequency rate 
for all plants of 24.62—only 72% of what it had been 
during the first six months, before Burger’s arrival. 
In 1954, the frequency rate was cut in half—down to 
12.33. Figures obtained late last year showed the 


rate was running about 8.73, or 25% of what it had 
been just before the safety program was stepped up 
to really worth-while levels. 

Accident frequency rates aren't all that count, 
though—there’s the additional fact that the rates 
represent real trouble for people. So translate the 
frequency rates into terms of disabling injuries: 

In the first half of 1953, all Gustin-Bacon plants, 


considered as a unit, had 21 disabling injuries; in the 





last half, they had only 13 more. During 1954, dis- 
abling injuries fell to 16 from the total of 34 for the 
preceding year. That in turn showed every sign of 
being slashed in 1955. 

In other words, the safety program not only had 
beaten down accident frequency rates and_ lost-time 
accidents. but has saved perhaps 20 people a year from 
the pain and loss and trouble associated with any dis- 
abling injury. 

Exact cost figures aren't available from Gustin- 
Bacon. On the basis of the most recent reports, how- 
ever, the average wage compensation in an industrial 
injury case in Kansas is about $565. 

50: 

The reduction of disabling injuries at Gustin-Bacon 
plants from 34 in 1953 to about 14 in 1955 means a 
saving of $11,300 a year in wage compensation alone. 
That’s without regard to medical expense, which—in 
Kansas—amounts to something like $42 per case. 

If both medical expense and wage ¢ ompensation are 
counted, the Gustin-Bacon safety program probably 
saved around $23,066 in compensation payments dur- 
ing 1954 and 1955. 

Authorities have agreed. ever since H. W. Heinrich 
did his researches into accident costs in 1931. that 
indirect expenses attached to accidents amount to at 
least four times the direct costs. 





How—Why—To 


OR Il years, the LIS em- 
pele of the Sagamore Mine 
belonging to Pickands, Mather & 
Company at Riverton. Minnesota, 
unbroken 
record of safety. Not one dis- 
abling injury has occurred in all 


that time. despite the fact that 


have maintained ar 


open pit mining operations have 
run up an accident frequency rate He saved 11 


so bad (22.95) that the industry 


classifications used by the Na- 
tional Safety Council. 

When a “near miss” does oc- 
cur, company management oc- 
casionally plays it up in the em- 
ployees’ magazine. the P. M. Iron 
News. The idea, of course. is to 
keep workers from slipping into a 
self-satisfied, “it can’t happen 


here” attitude that might well en- 


their record. P. M. Tron 





years of safety... 


stands 37th among 39 industrial That's what happened when 
Walter E. Willett, Sagamore Mine It’s the kind of idea you can 
machinist. nearly lost an eye. 
Willett was drilling steel beams 
for an overhead moving crane. He 
was using an electric drill. The 
broke. A needle- 
sharp piece of the drill about a 
half inch long 
left lens of his 
shattered the lens. 
danger both the employees and Clyde A. Helmar, editor of the than an 


drill stuck and 


smashed into the 


safety glasses and they know and work with will be 


News, blew up the 


The direct costs (based on averages for all Kansas 
industry) saved by the Gustin-Bacon program have 
been estimated at $23.066. The indirect costs saved. 
then, have been roughly $92.264. Total costs saved 
have been $115.330 in two vears. 

Remember that these are estimates. They are based 
on sound statistical principles worked out through the 
experience of many thousands of injured workers 
over a period of more than 25 years. If Gustin-Bacon 
had some exceptionally expensive interruption to pro- 
duction, some very costly damage to machinery, due 
to a lost-time accident, the estimated expenses might 
skyrocket far above the average figures. 

How have costs been cut and accidents been reduced 
so much by Gustin-Bacon? The company’s safety pro- 
gram has been outlined in three steps: 

1. The safety supervisor has been given complete au- 
thority te conduct a full-scale safety drive. 

2. Top management has been kept informed of 
every important development in the campaign. and has 
cooperated with it. 

3. Foremen have been trained by safety meetings, 
by a regular flow of safety literature. by visits from 
the safety supervisor. and by all other available means, 
to keep safety constantly in mind as they 
their daily work. 


oQ about 


= 


Continued on page 20 





Use a Picture 


accompanying picture of Willett 
and his glasses (the piece of drill 
is in Willett’s left hand) to full- 
page size. With the big picture, 
Helmer wrote three short para- 
graphs of text. He concluded: 

“Mr. Willett is firmly convinced 
that had he not worn his safety 
glasses on that occasion it would 
definitely have meant the loss of 
aneye and... it might even have 


meant his life.” 


easily adapt to your own company 
magazine or bulletin board—hbig 
picture of a real accident and its 
results, with a punch line point- 
ing out why it occurred or why it 
wasnt worse. The very fact that 


the accident happened to a man 


far more impressive to employees 
generalizations about 
safety. @ @ 
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Occupational 


skin diseases 
can be 
stopped h 





JFMULA 


Armour Hexachlorophene Soaps destroy up to 95% of skin bacteria that 
spread infection—offer you the easiest, thriftiest way to protect employees! 


Absenteeism and employee inefficiency caused by skin in- 
fection and dermatitis will cost industry more than 100 
million dollars this year! How much will they cost you? 
You can protect your employees by simply replacing the 
ordinary soaps in your washrooms with Armour Hexa- 
chlorophene Soaps—Bar Dial,® Liquid Dial or Formula 
#99" (a germicidal powdered hand soap with either borax 
or a heavy-duty vegetable scrubber added). This step can 
add important benefits in insurance and labor relations, too! 

These Armour Soaps thoroughly cleanse the skin of 
irritants that cause contact dermatitis and destroy up to 
95% of the skin bacteria that cause and spread infection. 
Only Hexachlorophene gets these results—it’s the first 
germicidal agent ever found that stays antiseptic in soap. 
NEW MANAGEMENT SAFETY PROMOTION KIT! Armour 
has prepared posters, decals, house organ material and pay 
envelope inserts to help you put this program over. Why 
not have your purchasing agent investigate further? 


SEND THIS COUPON TODAY! 
me the items | have checked 
Booklets The Prevention of Occupational! Skin Diseases 
Hexachlorophene Soap for Industry 
ation on the Management Safety Promotion Kit 

31, 5 gal. @$3.00 per gal.—$15.00 
1000 ('% ounce) bars—$13.75 
99 (Vegetable) 10-5 Ib. bags—$12.00 
99 (Borax) 10-5 Ib. bags—$11.50 


Nome 

Firm 

Address 

City Zone State 


Some Dain 


INDUSTRIAL SOAP DEPARTMENT 
Armour and Company «1355 West 31st Street + Chicago 9, Illinois 
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MANAGEMENT 





The last point has been particu- 
larly important in making the pro 
gram a success. 

Teaching foremen safety has 
been made a man-to-man, down 
to-earth personal discussion 
tween the individual foreman a1 
the safety supervisor. That has 
worked far better than generalized 
talks to big groups, since it has 


allowed free, pin-pointed con- 
sideration of specific departmental 
safety problems. 

Each foreman is visited at least 


once a week by the safety super- 


visor. With every visit, the super- 


visor makes a point of leaving a 
safety idea that will benefit that 
particular department: these ideas 
must, of course, be worked out in 
advance of the visits. 

Foremen are instructed to make 
at least one tour of their depart- 


ments every day to check up on 





Don’t compromise with safety 






insist on 


industrial aluminum ladders 


are too often selected on the bas 


In too many cases this | 
difference betw 
This 1s why Alco-Lite Ind 


stand out from the rest. TI 
mise with safety. They 


dustrial aluminum alloy 
proof, splinter proof and s} 
bracing and riveting at 


that won't twist, 
very little maintenance 
No. 6 offers a complet 
num ladders 


trained by lower- 


ry or eliminating that extr fety factor which 


nd the plant, 


os 
itial cost alone 1 
St alo | 


and safety in 





Nneavy gauge in SS 
} SS 
htweight, rust Sy 


ints and rungs : 
ff. They require a 
| — 
r time. Catalog binned — 
If St 1] ulumi } ~ 
ey >* 
‘ bh 4 
Lei : 
Lo 


original manufacturer of aluminum ladders 


flluminum Ladder Company "=... 


WORTHINGTON me aanee am PENNSYLVANIA 
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safety. These tours need not be 
centered wholly on the safety idea; 
they may be combined with ordi- 
nary trips through the depart- 
ments to settle produc tion matters. 
But the foremen must, on that 
daily tour, keep safety especially 
in mind; they must look deliber- 
ately for damaged or misplaced 
guards, unsafe ladders. defective 
tools, poorly adjusted machines, 
dangerous methods of doing 
things 

Once in three months. a safety 
meeting is held in which top man- 
agement, the safety supervisor, 
and all foremen participate. At 
these meetings. broad principles 
are reviewed, new suggestions are 
introduced. and sper ial effort is 
made to draw out ideas from the 
loremen., 

The three-way meetings have 
been a powerful force in building 
the safety program. Management 
has been kept interested; foremen 
have been made acquainted with 
one another’s problems, and with 
the solutions to those problems; 
the safety supervisor has been 
brought into closer contact with 
both groups, and both groups with 
each other. 

As a direct result of the meet- 
ings, nearly 200 fire extinguishers 
have been installed in the seven 
plants. All steps and stairways 
have been guarded with an anti- 
slip compound. A_ painted red 
steel drum labeled, “Flammable,” 
has been set up on the shipping 
dock to hold waste fluids; the 
clean-up crew has been instructed 
to see that such liquids are col- 
lected and poured into the drum 
daily, for later safe disposition. 
New machine guards have been 
developed or purchased from out- 
side. 

Now and then, the safety super- 
visor prepares a bulletin suggest- 
ing particular steps to be taken 
to correct hazards within a de- 
partment. The bulletin is fol- 





Factual data on the Gustin-Bacon 
safety program were supplied by 
Donald C. Taylor. Data on the 


cost 


of industrial accidents in 
Kansas came from the National 
Council on Compensation Insur- 


ance. 

















lowed up closely. The department 
foreman is expe ted to return the 
bulletin to the 


with his 


salety supervisor 
comments as soon as the 
corrective job has been .finished: 
if he doesn’t do so within a rea- 
time, the safety 


sonable super 


visor finds out why. 
The 


tective clothing has been built up 


companys supply of pro- 


to meet almost any contingency. 
The maintenance storeroom stocks 
from 


everything plasti¢ face 


shields and asbestos cloves to 


canister gas masks and ear pro- 
tectors. 
Safety 


supplied tc 


equipment usually is 
without 


charge: but if he leaves the com- 


employe es 


pany, a worker is exper ted either 
to return the safety items he has 
been issued or to pay for them at 
cost. During his employment, the 
items are kept charged to his ac- 
count. 

To supplement the program, a 
first aid room has been set up in 


These dis- 


each of two plants. 





Impressive as estimated 


through the 


program are 


savings 
Gustin-Bacon safety 
they by no means 
tell the possible 
Rollin H. Simonds, 


business administration, 


whole story. 
professor of 
Michigan 
State College, indicated why when 
he wrote into a report for the 
President's Conference on Occu- 


pational Safety 


It is 


would be 


entirely possible that it 


practically impossible 
to operate the plant if there were 
no safety program. . . . There are 
many plants that would have blown 
up, or collapsed, but for the ad 
vice of the safety engineer. ... 
When one tries to estimate what 
the accident experience would 
have been without the prevention 
efforts, he must take into account 


the possibility of a catastrophe.” 





pensaries have helped to solve the 


dermatitis problem, always im- 


portant in a factory which uses 


Workers 


exposed to the fiber hazard are 


glass fiber extensively. 


asked to secure a protective coat- 
ing of cream for their hands from 
one of the dispensaries at the be- 
ginning of each shift. 

If any type of injury occurs, 
whether 


slight or major, the 


worker is sent immediately to a 


dispensary. The shift 


{ ry 


required to complete a 


report it once, outli ii! 


of accident involved. 


the extent of the injury 


neasures recomme! 
nt any recurrence, 
s ot the report 
plant superintende1 
pensary the 
nent, and the 
lhe safety 


sible for f 


satety 
supervisor 
lowing uy 


necessary 


preventive 


il 


personne! 


completed. so that no similar 


dent will occur again. 
The figures alone have 

that the Gustin-Bacon 

works. that a safety program pays 

In addition. however. there are i 
vible values the company I 
ned: improved employee n 

rale. tewer interruptions to prodt 

tion. 


reduced operating 


These can't be measured easily ir 


dollars and cents, but they're 


mighty important to keeping iny 


firm running at a profit. © @ 








| 
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Reduce Factory NOISE 


as much as 22 Decibels 
NOISE IS COSTLY .. 


TRANSWALL. 


. control it with 
Here’s the new low cost 
sound barrier that isolates noisy areas 
anywhere in your factory, yet readily 
retracts for materials movement. 


TRANSWALL is flame resistive for safety. 


TRANSWALL SOUND BARRIER INSTALLA- 
TIONS are custom engine¢ 
fied acoustical contractors. 


red by quali- 
Some 
installations show direct reduction of 


22 db in “‘closed”’ read- 


, 


“‘open”’ and 
ings; even more in “before” and “‘after’ 
readings. TRANSWALL is particularly 


effective in stopping higher frequencies. 


TRANSWALL is easy to install. Nylon 
rollers support the curtain in overhead 
track. Layouts may be readily changed 
to suit new floor plans, yet noise re- 
duction is great enough to make 95% 
of factory areas noise-safe. 





wide retracts to only 2 ft.! 


TS 8 (8° ees 


f A TRANSWALL curtain 20 ft. 


ISLAND 
ENCLOSURE 


straight 


curved tracks 


ENCLOSURE 





| 
CORNER OFF-THE-WALL 
ENCLOSURE 
2 straight 3 straight 
curtains. curtains. 


CURVED TRACK 
ENCLOSURE 
single 
curtain, 








MAIL THIS COUPON TODAY: 


NAME 
FIRM 


Gentlemen 


ADDRESS__ 


BEMIS BRO. BAG COMPANY 
610-J So. 4th St., Minneapolis 15, Minn. 


Please rush me complete information on TRANSWALL, 
including actual Case Histories of noise-safe installations. 





2 See 


sO Oe 
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Your Electronic 


H' HAD BEEN working for some time with a hydro- 
gen thyratron tube. The tube arced back 
flashed brilliantly as the element broke down. 

The worker knocked off. It was 10 days later that 
he began to feel pain. The side of his face turned red. 
It was the side that had been exposed in a clear path 
to the tube when the are back took place. 

Doctors and industrial hygienists went to work. 
The diagnosis was exposure to \-rays. Instrumental 
and film tests established that hydrogen thyratron 
tubes. whether used for high-voltage studies or for 
production purposes, may present an \-ray radiation 
hazard. 

Hydrogen thyratron tubes are power tubes. operat- 
ing at voltages of from five kilovolts to perhaps 400 
kilovolts. Magnetrons and klystrons. also electronic 
power tubes, operate similarly. 

The tubes are used in induction heaters, in units 
for radar (which has come to be big business in the 
transportation industry and in traffic control), in 
microwave apparatus. and as condensers. 

Microwaves. used chiefly for radar transmission. 
may offer still another health hazard. These waves 
come close to the frequency of heat. as Figure | illus- 
trates. and naturally may be expected to have effects 
similar to those of heat—but with modifications all 
their own. 


MICRO WAVES 


Probably the most serious hazard to the one who 
works with microwaves is to the eves. Microwave 








exposure may tests are not vet complete on the 


FIGURE 1—The Electromagnetic Spectrum. Hazardous 
frequencies, health-wise, lie between 1 cm. and 40 cm. 
wavelength. Most radar frequencies fall inside these 
limits. 
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pplications — Are They Safe? 


subject—induce cataract formation. although — th 
cataracts may put in a delayed appearance. 

Kidneys, brain, and sex organs all may be seriously 
affected by microwave exposure. Since these effects 
may easily occur without the knowledge of the worker, 
it is doubly important to arrange all the protection 
possible against exposure. 


Adequate data not available 


Unfortunately, despite tests made by Lockheed Air- 
craft Corporation and others, really adequate medica] 
data are not yet available regarding the ultimate 
results of prolonged exposure to microwaves. If yours 
is one of the companies dealing with microwave equip- 
ment, it is important to take every reasonable precau- 
tion, not only as a safeguard against unwarranted 
future compensation claims. but against those claims 
that may perhaps have basis in fact. 

What's more. there may be a fire hazard connected 
with the use and operation of electronics equipment. 

Fire. of course. requires oxygen. fuel. and energy. 
Microwaves supply only the energy. If the other two 
elements are not present, no fire hazard can exist. 

Where the fire hazard does exist. it is caused by 
induced electric energy arcing from one point to a 
lower potential: the are produces a spark that could 
ignite any volatile fuel in the area. Yet there is no 
reason why electronics equipment should not be as 
safe. fire-wise, as any well-installed electrical devices 
or machinery. 

Finally, it is possible that electronic controls may 
offer a hazard unrecognized until it is too late to do 
anything about it—a hazard that may mean loss of 
fingers or hands. 
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Electronic guard equipment for friction clutch 
presses has become familiar to every safety man dur- 
ing the vears since World War I. The vital feature of 
this equipment should be a “fail-safe” provision, a 
circuit designed to stop the press automatically even 
in midstroke. or to give an alarm if anything goes 
wrong with the safety device itself. 

If the “fail-safe” circuit isn’t provided—and it isn't 
always—the machine operator may well get into 
trouble without having any warning of a machine 
cuard failure. 


So much for the hazards. What of the cures? 


How to beat the dangers 


First of all. there's the matter of design. This, 
largely. is a problem for the manufacturer: but it’s 
also a problem for the plant safety engineer, who 
should help choose the equipment that is designed for 
utmost satety. 

Electrical interlocks should be placed in the primary 
side of the circuit, to remove power automatically 
whenever a panel is raised that might expose a haz 
ardous voltage or radiation. 

Electrical interlocks can be applied with special 
idvantage to isolate the hazard in transmitters. oscillo- 
scopes, high-voltage power supplies. photoflash equip- 
ment, precipitators. and industrial closed-circuit tele- 
vision receivers when the voltage is relatively high. 

Disconnecting switches should be installed on each 
piece of electrical equipment to cut off the equipment 
from the line when it is necessary to service it. These 
switches should be located so that closing them re- 
quires concentrated attention and deliberate action. 

Equipment should be arranged to keep knobs, 
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INTRODUCING !.. 
LIGHTWEIGHT, PORTABLE . 
EXPLOSION-PROOF 


FLOOR MAINTENANCE 
EQUIPMENT by (me 


re t L Model No. 315 
Vacuum 


CUTS CLEANING TIME AS IT PROVIDES 
SAFETY IN VOLATILE GAS AND DUST AREAS 


Chemical plants, paint and starch manufacturers, refineries, 
distilleries, flour and grain mills—and other industries where 
electric sparks are a danger but where explosion-proof equip- 
ment available heretofore was too large and cumbersome—are 
now able to cut cleaning time and costs to a fraction. By using 
interchangeable attachments, a variety of clean-up jobs can be 
performed with HILD’s Explosion-Proof machines, from floor 


scrubbing to dust and liquid pickup 


HILD EXPLOSION-PROOF WET and DRY VACUUMS 


Can be used for cleaning floors, walls, all hard to reach places, 
such as overhead pipes and beams, ceilings, bins, shelves and 
machinery, and for removing “‘floating’’ dust. Powerful air 
suction picks up every drop of moisture. Combustible material 
removed easily and safely. Moisture in air stream cannot 
damage specially-designed HILD By-Pass motor. Wet and dry 
pickup accomplished without adjustment or change of filters. 
Powerful % H.P. explosion-proof motor operates on AC or DC. 
Safety electric switch by Appleton. Hose and caster treads made 
of static conductive rubber. Model 306—6 gallon wet or *% 
bushel dry capacities. Model 315—10 gallon wet or 14 bushels 
dry capacities. 


HILD CX EXPLOSION-PROOF 
SCRUBBER-POLISHER 


A multi-purpose machine. Used with easily 
interchangeable me to scrub, wax, 
polish and buff floors of all kinds. Motor 
and Apple ton safety switch are totally en 
closed. Bumper and wheels made of stati 
conductive rubber. Spark-proof copper mesh 
cable used between connector and motor. 
Brush spread in popular 16-inch size. 


» These machines are approved by 
Y UNDERWRITERS’ LABORATORIES 


immediate delivery on all 
HILD EXPLOSION-PROOF MACHINES 


Maintenance Equipment & Supplies for Every Floor Need. 


HILD rioor macHine co. 


740 W. WASHINGTON BLVD., CHICAGO 6, ILL 


HILD FLooR MACHINE CO., 740 W. Washington Bivd., Chicago 6, III 
Gentlemen: Send details on following 

0 HILD Explosion-Proof Vacuums () HILO Scrubber-Polisher All HELD Equipment and Supplies 
Name. 

Company 

Address 

SS a : Zone State 
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switches, and handles well away from workers and 
their ( iothing. Corners of equipment ene losures should 
be rounded. Potentials greater than 70 volts must 
either be shielded or included in the electrical interlock 
wiring plan already described. Points for lubrication 
should be kept as far as possible from any high-voltage 
areas, 


Bleeder resistor needed 


No medium-voltage or high-voltage powel supply 
should be constructed without a bleeder resistor. which 
automatically bleeds dangerous charges off filter 
capac itors. The bleeder resistance must be the lowest 
value which can discharge the capacitors quickly 
without excessive loading after the power has been 
cut off. 

Any high-voltage power supply should be furnished 
with a current-limiting resistor whenever possible, to 
protect it against surge currents. Such a resistor should 
be incorporated in the supply from which potential 
or small currents will be drawn. 

Some equipment (high-voltage radar is an example) 
doesn't have automatic facilities for discharging the 
condenser. The operator, therefore, must discharge 
these condensers before he works on the high-voltage 
circuits. Metallic grounding or shorting rods with 
insulated handles should be chained within easy reach 
of the operator, to be used for discharging the con- 
densers. 

Panel meters with metal zero set screws should 
never be used with electronics equipment. This type of 
set screw is “hot” in high-frequency circuits, and may 
create both a shock hazard and a fire hazard. 

Metal-case meters should be used only on grounded 
metal panels or on a grounded metal chassis: they 
carry high potential on both cases and flanges when- 
ever an internal ground or short circuit occurs. A glass 
or thick plastic window should cover every meter. 

Equipment that may expose workers to mit rowaves 
should be isolated or shielded so that the smallest 
possible number ol employees will be subjected to 
X-ray radiation. The areas used to test or experiment 
with this kind of equipment should be kept “off 


bounds” for any but trained, experienced people. 


Equipment should be shielded 


Employees working near concentrated microwave 
fields should be required to wear wire mesh face 
shields. which reduce the effects of the microwaves by 
something like 60:1. Even with this protection, oper- 
ating personnel should be kept from looking directly 
into any radar beam. Some system of remote viewing 
of the equipment and its beams should be set up. 

Tubes like the magnetron, klystron, and hydrogen 
thyratron need special shielding. Precisely what this 
shielding should be has yet to be determined: each 
type of power tube used in electronics equipment 
seems to have its own shielding requirements. 


Continued on page 26 
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AN ELECTRONICS test room at South Bend, Indiana, Studebaker-Packard plant is 
under the command of plant engineering. Here 


an electronic welding control is 
being checked with a cathode ray oscilloscope 


itself an electronic device. 


Studebaker -Packard...a Typical 


Industrial Electronics Safety Problem 








WHAT'S THE DANGER when voltage 
and frequency for this induction heat- 
er at Studebaker-Packard both are 
stepped up? Power tubes used in such 
equipment may offer X-ray radiation 
hazards. The heater is used to harden 


valve rocker arms. 


AN INTRICATE electronic control sys- 
tem maintains load balance on the 
electric motors that drive Studebaker- 
Packard's 6,000-foot loop conveyor. 
Electronics do work too tough for 
humans, but may create hazards pre- 


viously unknown, 


BIG VACUUM power tubes are the 
Studebaker- 
Packard rectifying unit, which trans- 


nerve center of this 


forms alternating current into direct 
current. Workers must be shielded 
from direct, prolonged exposure to 
radiation from such tubes. 
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The Accident did NOT happen 
thanks to 

World’s only abrasive 

rolled-steel floor plate 


Under the most hazardous slipping conditions, accident rates 
and insurance rates—not men—go tumbling down when ALGRIP’s 
thousands of abrasive friction-particles grip every step. 

ALGRIP, made by a patented process, is tough rolled-steel 
floor plate into which a hard abrasive has been pressure-rolled 
not coated—to a controlled depth. Usage merely exposes more 
abrasive particles. Easily fabricated, ALGRIP can be overlaid or 
used as a complete flooring—with a minimum of maintenance. 

Make a test installation of ALGRIP in your worst slipping area. 
It will pay for itself as you watch accident rates tumble... morale 
improve. Call or send for detailed booklet today. 


2 a Pale on : ” ; ' OM pe si 
ALGRIP—approved for safety by Underwriters’ Laboratories. 
ALAN WOOD STEEL COMPANY y 


Conshohocken, Pa. 


Please send A.W. ALGrRIP Book 
Name— 
litle___ 


Company— 


Address —_ 





Zon Se 
PER-DIAMOND Rolled Steel Floor Plate— 


heets trip—(Alloy and Special Grades) 
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ELECTRONICS 


Contu 





In general. however, these sug- 
gestions may be made: 

1. Use lead glass shielding at 
least 14” thick on three sides of 
hydrogen thyratron tubes: rear 
shielding may be of sheet lead 
only 1/16” thick. 

2. For klystron tubes, devise the 
shielding on the basis of experl- 
mentation. Lead up to 15°.” thick 
has been used, but it may not be 


effective in all cases. 





Embarrassing moment... 
g 





All electronic circuits should be 
designed to minimize sparking, 
ircing. and firing in switches and 
relays. The circuits should be in- 
spected regularly. Unnecessary fir- 
ing, incidentally. not only estab- 
lishes a fire hazard. but shortens 
the life of the equipment. 

Some states definitely require 
three-wire power cords for elee- 
tronics equipment—and in _ those 
states which have no regulations. 
the rule is still an excellent one if 
shock and fire hazards are to be 
ivoided. If a_ three-wire circuit 
isn’t available. every electronics 
installation should be individually 
grounded through a cold water 
pipe or a pipe driven into moist 
earth. @ @ 


Thanks to these four for help in 
the preparation of this article 
Harold E. Vann, safety engineer, 
General Electric Company safety 
services; Designers for Industry, 
Ine.; Bernard D. Ross, co-author 
of a United States Navy hand 
book on electronics safety: Aero 
ox Research Worker, Aerovox 
Corporation. Additional technical 
material came from A.M.A. Arch 
Ind. Hyg., Nov. 1954; Public 
Health Reports, Aug. 11, 1944; 
ind the Institute of Radio En 


gineers 
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AO F5100 AO F9500 


METAL SAFETY PLASTIC SAFETY 
GLASSES GLASSES 


Is your company one of the many 


ich have already 
converted to these revolutionary safety 


) e rev; glasses? We were The Impact Resistant 
confident the engineering and design features of these new 


products would appeal but their acceptance by industry Glasses that have made a real 
has been far beyond our most optimistic expectation. impact on the Safety Industry 


Wherever these new lines of safety 


glasses have convenier 
been shown 


nce, durability and appearance. The metal 

from small machine shops and wood- safety glasses alone offer nine new engineering ad- 

working departments to giant metal-working vances. We are certain you will want them before 

plants, they have instantly won the favorable in- your workers’ eyes because we are certain you want 

terest and action of industry. the finest in eye protection. You cannot buy better 
And why not when you consider that these glasses 

offer a host of new design and engineerir 


including ‘‘ultrascopic vision” 





ig features 
, that add to safety, 


a Optical 
(A) sarery PRODUCTS DIVISION 








SOUTHBRIDGE, MASSACHUSETTS « BRANCHES IN PRINCIPAL CITIES 
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Veteran Chief takes post-graduate training 


at Ansul fire school...you can too 


Throughout his entire career, Floyd Dumas has prac- 


ticed what he preached... you 1t have too much 


fire training. So it was logical that this veteran of 


29 years’ experience should attend Ansul’s Fire Train- 
ing School. As Chief of Fire Prevention for Parke 
Davis & Co., one of the nation’s leading manufac- 
turers of pharmaceuticals, his responsibilities are tre- 
mendous. The information Floyd took home from the 
Ansul School was passed on to each member of his 
staff who will be better firefighters for it. 

You too can have this training. Ansul is the nation’s 
pioneer in the field of fire training, and the only man- 
ufacturer to offer this important service to its cus- 
tomers. It is just one of many “‘extra’’ services made 
available to all Ansul users. And there is no charge 














whatsoever. Since 1940 this unique school has grad- 
uated over 2,800 students from all over this hemi- 
sphere, parts of Europe, Asia, and the Middle East. 


Training at the Ansul Fire School is of the practical 
kind. The classroom is Ansul’s five-acre test field con- 
taining all the latest equipment, and staffed by ex- 
pert instructors. You owe it to your busi- 

ness, to your position, to learn more ® 

about the Ansul Fire Training School. ° 

Get in touch with your local ANSUL 

MAN through the yellow pages of your 

phone directory, or write to THE ANSUL 


CHEMICAL COMPANY, Dept. OH-2, cy 


MARINETTE, WISCONSIN. 
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TEACHING FOREMEN fo speak well has paid 
off for Crucible Steel Company of America. 
It's boosted morale, improved production, 
lowered accident frequency 70°, and made 
better leaders of the foremen themselves. 
You, too, may find that it will pay youto... 


Teach Your Foremen How to Speak 


EACHING your foremen to speak well can have a 

big effect on your whole safety program. That’s 
the opinion of Arthur D. Murphy, director of safety 
and suggestion plan for the Crucible Steel Company of 
America, Pittsburgh, Pennsylvania. 

Murphy’s opinion isn’t empty theory. It’s based on 
what he’s learned in the course of training Crucible 
foremen. 

After all, says Murphy, “since the foreman is in 
close daily contact with his workers, he probably has 
more influence on employee attitude than anyone else. 
Who can better mold the employee’s thinking?” 

Crucible foremen (thanks to Murphy’s belief in 
them as public opinion molders) are asked to kick 
off their departmental safety meetings with five-minute 
safety talks. 

That’s not unusual. But at Crucible plants, the fore- 
men can't rely on “canned” talks: they have to de- 
velop their own. 

There’s a sound reason for it. Foremen who select 
their own subjects, who outline their own talks, and 
who even write their own speeches in full can aim 
what they say directly at the needs of their crews. They 
don’t blunder all around the safety theme like a fly 
trying to find a hole in a window pane. 

Furthermore, requiring foremen to do their own 
work in preparing five-minute talks forces them to 
think—to think about safety and how it applies to 


their specific departments. It helps them recognize 
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hazards, helps them find ways to get around hazards, 
helps them come up with ideas that will make working 
methods simpler and safer. 


Finally, when the foremen give their own talks in- 
stead of reading or memorizing something from some- 
body’s literature, the safety meetings take on a zip 
that they don’t otherwise have. Workers like to hear 
about their own problems! They’re really interested in 
Crucible five-minute talks because those talks do cover 
what they need to know. 
All this isn’t to 


ture. He does. 


say that Murphy doesn’t use litera- 
He uses a lot of it. In fact, one of 
the chief parts of his foreman-training program is see- 
ing that the foremen are kept equipped with literature 
that will give them ideas, and with what he calls 
“demonstration gimmicks” that will help the foremen 
put across their ideas by showing their men what to 
do and how to do it. 

There’s enough variety in all this material to pro- 
vide for a frequent change of pace in the monthly 
safety meetings. The material does more than sug- 
gest ideas for five-minute talks; it suggests ideas for 
complete meetings—for developing a central theme 
and for carrying that theme through to a strong con- 
clusion. 

The real basis of the Crucible training, however, is 
a special 1l1-page manual named, “How to Make Your 
Safety Talk.” 

“Of all our how-to-do-it ideas,” Murphy insists, “this 








WI LLSON Contour-Spec’ gives you 


“wrap-around” protection and comfort! 


Patented hinged bridge, exclusive 
with Willson, permits comfortable and 


complete closure around eye cavity. 


Willson Contour-Specs actually wrap around the 
wearer’s face. This permits the comfortable plastic 
nose and cheek pads and the round molded cushion 
on the side shields to make gentle, comfortable 
contact all around! Actually, Willson Contour-Specs 
combine the all-around protection of cup goggles with 


the lightweight comfort of safety spectacles. 


It is the Willson Research Center... that brings you 
this advance in safety spectacle design—along with 
its complete line of more than 50 styles of safety 


spectacles to meet every eye protection requirement. 


Write today for your new Willson catalog of eye, 
respiratory and head protection equipment, and—in 
the meantime—ask your Willson distributor to show 
you the unique Willson Contour-Spec. 


=. oO 300 Saf 
WILL OD cake this so rin Scouse 
ILLSON prooucts, inc. 


209 Washington Street, Reading, Pennsylvania 
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manual has met with the most 
outstanding success.” 

That success is probably due to 
the surprising amount of detail 
that has been packed into its few 
pages. 

The manual starts by giving the 
foreman a big build-up. His five- 
minute talks, the manual tells him. 
are really vital to the entire safety 
program. Theyre vital. it points 
out. because the talks help make 
workers more conscious of the 
need for doing things safely. be- 
cause they show exactly what haz- 
ards exist and how to avoid them. 
and because they make workers 
feel that the company is genuinely 


interested in employees’ welfare. 


Four rules for talks 


The manual then goes into de- 
tail on how. to prepare a_ five- 
minute safety talk. Here’s the way 
the basic steps appear—put. you'll 
notice. in language almost any 
foreman. regardless of his school- 
ing. can understand: 

1. What's your subject? Be- 
fore you put a single word on 
paper. you must decide what you 
will talk about. Pick your topic 

“Safety Shoes.” “Goggles.” 
“How to Avoid Backstrain.” For 
i short talk. it's best to use just 
one topic so that you can devote 
your undivided attention to it. 
Write your topie down. 

2. How will you introduce it? 
When vou meet someone for the 
first time. vou usually are either 
introduced or introduce yourself 
Even if its nothing more. than, 
“Toe. this is Buddy.” or “Hi! My 
name's John. What’s yours?” you 
bridge the gap—you make con- 
tact with this new and_ strange 
person. In the same way a new 
subject should be introduced to 
the men you are talking to. It 
helps put them in the proper frame 
of mind to listen attentively to 
what vou will say. 

There are many ways you can 
make an introduction. You might 
tell a funny story (but only if it is 
really funny). use a “shocker,” 
or tell a story about what hap- 
pened or almost happened to one 
of your men, or ask a question or 
two. At any rate. you should use 
some interesting way to get the 
ball rolling. 
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». Nou for the main part ot 
your talk. You've pi ked your 
topic and found a clever way to 
introduce it. Now you should ex- 
pand it. Make a list of the points 
you wish to cover. Next to each 
point put an example, or some 
little idea, which will “personalize” 
that point for your men. Then 
after you are sure your outline is 
good—write the main part o1 
“body” of your talk. 

L. The home stretch—summary 
and conclusion. When you have 
finished the main part of your talk, 
it should not remain hanging in 
the air. Dinner without dessert 
ind a talk without a conclusion 
ire much the same thing. Take 
that list of important points in the 
hody of your speech ind use it to 
summarize what vou have said 
Phen finish up with a sentence or 
two which will make vour listeners 
remember what you have said and 
remain interested i the points 


you nave made 


Manual is specific 


General advice is all very good 
but it isn’t alwavs effective. 5S 
the manual goes on to furnish 
concrete example of a five-minute 
safety talk. prepared from begin- 
ning to end according to the four 
point outline 
Three types ol introductions t 
the speech are printed in full 
“realistic one. a “shocker.” 
humorous approach. All three in 
troductions. however, pin down 
the topic (“Protect Your Hands”) 
so that anvbody hearing the final 
speech wont be wondering for 
three of the five minutes what it’s 
all about. 

There’s an outline given next 
an outline of two major points 
and 10 sub-points that can be 
used in telling production men just 
why their hands are important t 
them. how hands can be protected. 
ind where treatment for even small 
injuries can be obtained within 


the plant. 


Speech script shown 


Last of all. there’s a complete 
script. It's based on the two- 
point, 10-sub-point outline. It’s 
clear, simple, packed with facts. 


“Don’t read your talk — you'll 


sound more natural. do better’ 





Sentences are short. It’s intended Dont read your talk Dont 


to show foremen exactly how tl nemorize vour talk Irv to use 
suggested introductions. the it I outline to speak trom. You'll 


line, and a conclusion can be con ound more natural and be able t 
bined into an easily written five ‘personalize your talk better 


minute speech on. satety Do stand and face vour grou 
Some of the hints given by the squarely Irv not to fidget 


! 
manual are right to the point eve walk iround§ while talkin: 


tor experienced public speakers M ike sure everyone can he 








FEDERAL 


FREE- 


EXPERT 
Engineering 
Assistance 


Improve plant and office efficiency and safety 
through the use of proper audible and visual signals 


Have you neglected this economy 
because you are unfamiliar with the subject? 
If so, hesitate no longer! 


Now, FEDERAL will send you FREE 

and without obligation their newest brochure 
entitled, “How to Select Signals.’ 

Complete with explanations, 

diagrams and graphic examples, 

this brochure will make you expert 

in selecting the proper FEDERAL equipment 
for your various signalling problems. 


Use it now for your immediate requirements! 
Keep it on file for future demands! 
Write today for your copy of Bulletin 100 


AL2E 019 SIGN > | 
ond ECL EN9 Corporation.” 


8735 S. State St., Chicago 19, Ill. 
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THE ORIGINAL 
ALLOY STEEL CHAIN 





@ Herc-Alloy is a special all-purpose 
chain with long-wearing properties and 
high resistance to impact loading. 


@ Herc-Alloy is sold in running 


lengths and in all types and sizes 


of sling chains assembled to 
customers’ specifications. 


@w: 


A 


helr 


te for Bulletin 100 covering 
lloy Sling Chains, including 


ful information on their 


care, use and inspection. 


@ CM also produces a complete 
line of chain attachments and 
welded chain of all types including 


stainless steel and bronze. 





é 





COLUMBUS McKINNON 


HOISTS AND CHAIN 


Herc-Alloy® 


CHAIN CORP. 


Tonawanda, New York 
Regional Offices: NEW YORK e CHICAGO « CLEVELAND 


In Canada: McKINNON COLUMBUS CHAIN LTD., 


ST. CATHARINES, ONT. 
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you and_ that 
fortable. 

Try to talk to everyone in the 
fry not to talk to just one 


evervone is com- 


group. 
person or stare into space. 

Don't worry 
fright. 
lieve it or 
talk better. 


about a little stage 
Evervone has it: and be- 


not. it will make your 


Flow of literature 


In addition to keeping up a 
flow of 


“demonstration gimmicks” to fore- 


steady literature and 
men. Crucible sponsors a contest 
for the best 
talk month. 
Judges come from the safety de- 
partment. 


five-minute safety 


presented every 


Prize-winning 


talks are dupli- 
cated and are sent on to all Cru- 
cible plants with the suggestion 
that foremen go over them to get 
ideas of 

Practice. naturally, has helped 
make better speakers out of the 
Crucible foremen. Safety Direc- 
tor Murphy thinks that the speech- 


training has played a big part in 


their own. 


slashing the company’s accident 
rate 70° from the 
held during the five 


1948 through 1952. 


frequency 
average it 


years trom 


Beneficial side effects 


The training has had other 
worth-while effects. 

It’s turned out to be one of the 
best methods Crucible vet has 
found to keep workers in touch 
with what management 
and thinking. 

It has 
the foremen. 
to talk 
eained self-confidence: and they've 
gained in ability to talk well about 
all phases of their jobs. both in 


too. 


is doing 
made hetter leaders of 
\s they’ve learned 
have 


well. the foremen 


public and in personal conversa- 
tions. 
The workers 


liked the results of the program. 


themselves have 
They ve found that their immedi- 


ate bosses—the foremen—are 
easier to work for since speech- 
training has taught them how to 


And the 


workers have responded with bet- 


express themselves well. 


ter morale. increased production, 
and improved safety 


personal 
records. 
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MONTHLY DRAWINGS for grand prizes 
are held for workers of all departments 
that are rated tops in housekeeping. 
Drawings are taken right into the de- 
partments during working hours in 
order to boost interest in both the 
contest and housekeeping. 


Can you maintain workers’ 


interest in housekeeping 


ALL YEAR LONG? 


A PLANT 
HOUSEKEEPING General Tire & Rubber Company 
$A general rule. it isnt worth- \ | FEATURE plants, believes he has one of 
Ai to run a safety or house- these exceptions in the housekeep- 
keeping contest more than three ing contest that’s been running at 
months. That was pointed out in va the company’s Akron, Ohio, fac- 
“Contests That Will Pay” (Occu- \ \ tory ever since October 1954. It’s 
PATIONAL HAZARDS. September a contest a plant of any size can 
1955), which reported the highly use. 
successful experience of G. E. Trank in developing a Aside from the matter of length—the General Tire 
contest program for J. H. Williams & Company, Buf- & Rubber Company contest now has run about 16 
falo, New York. months without change—Burkhardt’s program paral- 
Sometimes, however, there’s an exception to the rule lels most of the ideas laid down by Trank in Buffalo: 
an exception that usually can be explained if you go 1. Contests should be thoroughly publicized. 
deeply enough into its causes. 2. Prizes should be purchased before contests begin. 
George Burkhardt, boss of plant protection for 12 


Continued on page 34 





Do your housekeeping programs die on the vine? 
Does your fire protection program need stimulating? 


If so, yow ll want to keep the ideas given here on file. 
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FIGURE | 


FIRE SAFETY AND SANITATION SURVEY GRADING SCHEDULE 


Group I 
Excellent (A) 97% - 100% 
Good (B) 87% - 96% 
Fair (C) 77% - 86% 
Poor (D) Under 77% 


DEPARTMENTAL 
Group I Group II 
Accessory Passenger 
ruck Tires 
Final 

Tube Room 
Curing 

Air Springs 
Pipe Shop 
Electrical 


Receiving 
Shipping 

Print Shop 
Cement House 
Beads 

Stock Preparation 
Bands 
re ads 
Power House 
Instrument 
Giant Tires 
ilenders 


Paint Shop 
Yard 
Salvage Shed 


Ekus 


GROUPING 


Carpenter Shop 
Machine Shop 


Group Il 
95° - 100 


Group Ill 

906% - 100% 
85% - 94° 0% - 89% 
75% - 84 70% - 79% 


Under 7 Under 70% 


Group III 
Mills 

Tube Tubers 
Compounding 
Airbags 
Pubers 








Grading (Figure |) of departments during house- 
keeping inspections is based in part upon the 
amount of dirt usually associated with depart- 


mental operations. By using inspection reports 
(Figure 2) to figure percentages, a fair "letter 
grade" may be given each department. 


». Handicaps should be estab- 
ished for departments with high 
hazards. 

When the i bul- 
the M. 


Baker, Akron plant manager. went 


contest 


beg 


signature of L. 


al 
ietin over 
ut to all employees outlining ex- 


actly how it would work. 
“The new program grading sys- 
the bulletin be 


iffected by fire. safety, and house- 


tem,” said. “will 
keeping conditions prevailing in 
each individual department.” 
Publicity was given the contest 
wide 


bulletin 


na variety of wavs. after 


the was delivered. 

The employee's magazine, the 
every-other-week General-ly Speak- 
ing, was used generously. Pictures 
and text kept workers informed 
about prizes offered and awarded, 
ibout departments rated as tops 
in housekeeping, about employees 
took for their 
sonal housekeeping efforts. 

\ bulletin 
hung in every department. Month 
ilter the of the 


department in. the housekeeping 


who awards per- 


sper ial board was 


month, standing 
contest was changed. 
Prizes to be awarded at the next 
monthly drawing were kept on dis- 
play in exhibit 


cases 


in the fae- 
Continued on ] 
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SCREEN job applicants — 
TEST employees 
with AUDIVOX 


Audiometers ! 


Audivox Instruments protect your Company from 
Deafness Claims — Curb Needless Accidents. 


Now Audivox, pioneer with Bell Telephone ) FOR DIAGNOSIS 


‘ : — iti chec 
Laboratories in the development of audiom- Mode} 7 SO— Sensitive check 

f model Audiometer measures hear- 
eters, brings you two accurate new electronic ing loss in db at discrete frequen- 
tools to measure hearing power. With these cies from 125-8000 cps. Bone re- 


: Agere ee, we —_ , : ceiver, microphone, masking, and 
invaluable, ine rpensive hearing yardsticks. silk sanimaina aoa ae 

you can screen applicants for prior hearing vox supplies audiometers to VA 
loss, test employees for post-employment losses. TESS SS SO, SH OS 

\ ; > : calibrated locally. 

An Audivox screening-testing system is your ie 

; . -.s aw -* FOR SCREENING 

me) % ye yrotectlo avi St “deatne zs 2 

company’s best protection against “deafness ne aise Lee gy 

Audiometer goes anywhere to 
ciency on the job. screen ng applicants. Accurately 
, — : ; measures hearing loss in db from 

Get the facts about both Audivox Audiometers, — ‘ 250-8000 cps. Group screening 
Models 7 and 8. Mail the coupon now. . —— available for up to 40 

individuals. 


claims . . . needless accidents . . . and ineffi- 


 oeleestianestiatiomtonetatontmtamtietaetatatemtentomtemten | 


AUDIVOX INC., Dept. X, 123 Worcester St., Boston, Massachusetts 





audivox 


Successor to Western Flecmic Héaring Aid Division 


STREET __ 


| 

| 

NAME . — I 
| 

| 


r — 
| Please send me FREE detailed information on Audiometers by Audivox. 


Se satitiaainies 





Riicibiaescahiemtiend uth anitiniieniiandaaeiiasiieaeenmamenaen 
Circle No. 27 on reader service card for more information 


OCCUPATIONAL HAZARDS @ FEBRUARY 1956 





ALL YEAR LONG 


Continued from page 34 





tory lobby, through which nearly 
all employees had to pass on their 
way to and from their jobs. 
Foremen were given special 
structions on their places in the 
contest, and were kept constantly 
informed as to the latest figures 
on departmental standings. 
Chances to win were equalized 
as much as possible by a kind of 


handicap system. 


Figure 1 out- 
lines how this system has worked; 
other plants, of course, would sim- 
ply have to substitute their own 
departments for those of General 
Tire & Rubber Company in order 


to use the plan. 
Groups I, 11, 
up like this: 
Essentially 
went into Group I. 


and III were set 
clean departments 
For these de- 
partments, an inspection score of 
97% to 100% was required to ob- 
tain an A rating. 





ACT N 


HANDLE DANGEROUS CLEANING PROBLEMS 
IN COMPLETE SAFETY WITHA... 


Dowlle EXPLOSION PROOF VACUUM CLEANER 


DOYLE VACUUM CLEANER COMPANY 
245 Stevens Street, $.W., Grand Rapids, Michigan 


Please send, without cost or obligation, detailed information and specifications 
on the Doyle EXPLOSION PROOF Vacuum Cleaner! 


NAME 
FIRM 


CITY 


Daily cleaning of hazardous loca- 
tions can be just a routine opera- 
tion with the Doyle Explosion Proof 
Vacuum Cleaner. Cleans walls 
floors, bins, beams, pipes or ceil 
ing in critical areas where an or- 
dinary vacuum could not be used. 


The unit safely recovers liquids as 
well as dry materials in areas con 
taining highly explosive or inflam- 
mable dust and gases. Under- 
writer's Laboratories approved, 
(see U.L. listings) the entire unit is 
static conductive, constructed and 
designed to eliminate any exposed 
sparking which may occur in nor- 
mal operation. 


Make a hazardous place, a safe 
place ... clean it regularly with 
a Doyle Explosion Proof Vacuum 
Cleaner. Write for full details. 


Special] 
Special 


STREET 


ZONE 


*The Doyle 


leaner is U 


Cc 


TITLE 


EXPLOSION PROOF Vacuum 
L. Approved for Safe Operation 


Under Class 1, Group D and Class 2, Group G 


l. 


Atmospheres containing gasoline, hexane, 
naphtha, benzine, butane, propane, alco- 
hols, acetone, benzol, lacquer solvent va- 
pors, or natural gas. 


Atmospheres containing starch, flour, or 
grain dust. 


ists in Industrial Vacuum Cleaning Equipment 


VACUUM CLEANER COMPANY 


245 Stevens St., S.W., Grand Rapids, Michigan 


Circle No. 28 on reader service card for more information 
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Group II included departments 
that might be called “medium 
clean” —departments not subject 
to extremely dirty conditions, but 
still worse off that those in Group 
I. Group II departments had to 
have only 95% to LOO% 
inspection charts to 
grade. 


on their 
obtain an A 


Excessively dirty departments 
those, for instance. which ear- 
bon black was used extensively 
fell into Group Ill. These needed 
a mere 90% to 100% to rate 
A. 

For final letter ratings, normal 
used: A. B. 


shows how these 


an 


school grades were 
D. Figure 
orades represented exact percent- 


ages, 
Monthly inspections 
Inspections. conducted monthly, 


produced both — the 
ratings and the final grade stand- 


percentage 


ings. The inspections always have 


been conducted by teams for 
shifts—a separate team on each 
of the four shifts. 

Every team was composed of 
shift or floor foremen, assigned to 
their task by Protection Chief 
Burkhardt and his staff. Normally, 
two men made up a team: very 
rarely, a single man was as- 
signed. In no case was any fore- 
man permitted to inspect his own 
department: and inspection as- 
signments were arranged so as to 
prevent the same team from in- 
specting the same department two 
months in succession. 

Two-man teams were provided 
because it’s a lot easier for two to 
agree on a specific percentage to 
be given a department than it is 
for three or more. Both mem- 
bers of an inspection team had to 
settle upon a single recommended 
and both had to sign the 
inspection report. 


erade, 


the central 
safety committee, made up of gen- 
had to 
watch inspections and inspection 
reports very carefully to make sure 
that foremen weren't being either 


At the beginning, 


eral foremen and others, 


too generous or too strict. As 
teams gained experience, this close 
check of their work could be re- 
laxed to a considerable degree; 
foremen haven't hesitated to tear 
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each other’s housekeeping apart, 
if necessary. 

Figure 2 reproduces the in- 
spection score sheet. The “maxi- 
mum points” colunmn could in- 
clude any figures whatever; they 
are merely arbitrary symbols for 
permitting ratings, percentages, 
and final letter grades to be laid 
down. 


How scoring is done 


Housekeeping and fire hazards 
are “plus” ratings. That is, if a 
department has floors in good 
shape, it gets a possible maxi- 
mum of eight points. If its fire 
doors are closed and are in good 
operating condition, it can earn 
five points. 

Housekeeping and “fire haz- 
ards” points are added together 
on the score sheet. The possible 
maximum for both is 102. 

On the other hand, “safety haz- 
ards” are “minus” — ratings. 
“Safety” and “hazards” usually 
don’t go well together, but in this 
ase they do. Scoring is based 
on how bad, rather than on how 
good, the department is. Conse- 
quently, points given for safety 
hazards are deducted from the 
points given for housekeeping and 
fire hazards. 


Here's an example 


Now for an example: 

A department in Group I is in- 
spected. It comes up with 65 for 
housekeeping, 29 for fire hazards, 
a total of 94. It’s rated at 15 for 
safety hazards; that, deducted 
from 94, leaves a base score of 79. 

We'll assume. for the sake of 
this illustration, that the depart- 
ment has all the problems listed 
on Figure 2. (If a given problem 
on the score sheet doesn’t apply. 
it’s marked off the sheet by the in- 
specting team and isn’t considered 
in figuring percentages. ) 

The department's score of 79 is 
used with the possible maximum 
of 102 (housekeeping and fire haz- 
ards added together) to determine 
its percentage standing. Since 79 
is 77% of 102, and since 77% 
to 86% represents a C for a Group 
1 department, the department is 
given a final rating of C. 


Continued on page 
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YOU CAN REDUCE BOTH COSTS WITH 


JOMAC HR GLOVES 


Protect your workers with Jomac HR 
Gloves—and you'll cut your annual 
bill for safety way down! Jomac HR’s 
provide rugged, dependable hand pro- 
tection. Made of famous loop-pile 
Jomac Cloth, they cushion hands 
against sharp or heavy objects—in- 
sulate them against heat. And Jomac 
HR’s really take the bite out of your 
glove costs—because they last and 


last. Here’s why 


@ they're made of long-wearing brown- 
and-white mock twist yarn 


@they're interchangeable; any two 
make a pair, so each pair provides 
four long-wearing surfaces 


@ they can be washed or reconditioned 
many times over 
@on-the-job tests have proved they 


outwear other gloves by a margin of 
3 to I! 


Try Jomac HR Gloves for dependable protection and long, eco- 
nomical wear. Jomac makes a complete line of work gloves and 
wrist-to-shoulder protection. Send for prices and complete details. 


JOMAC 


INDUSTRIAL GLOVES 


PLANTS IN PHILADELPHIA, PA., AND WARSAW, IND. 
IN CANADA: SAFETY SUPPLY COMPANY, TORONTO 


- SEND COUPON FOR N 


4 


» JOMAC INC. Philadelphia 38, Pa., Dept. C. 


Send me prices and data on Jomac HR Gloves 


nd me your new Jomac Industrial Work Gloves 
patalog 


State.. 
Circle No. 29 on reader service card for more information 
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Inspections have always beet 
made at a time agreed upon by the 
two foremen on each team. Thus. 
one team may make its inspection 
on a shift on the 10th of the 
month, while another team on 
different shift may inspect the 
same department on the 19th 
That helps, of course, to force all 
departments to keep their houses 


When the job is done, all the 
payroll cards for all the A-rated 
departments are thrown into a 
box. The box and the grand prize 
for that month are carried into 
one of the A departments. and 
drawing is held in front of depart- 
mental workers to determine which 
one gets the grand prize. 

This method of conducting the 


up by management in the front 
office: it has stimulated interest 
among employees in both the 
contest and housekeeping. 

Every month, too. shift and 
floor foremen pick out workers 
who have done an outstanding 
housekeeping job. The workers’ 
names are passed along to Burk- 


hardt and the central safety com- 


in good order. monthly drawing has done two mittee. The committee weeds the 
All inspection reports are in things: it has proved to workers recommendations down to one, 
Burkhardt’s hands by the 28th. He 


and his staff figure final ratings. 


that the drawing is on the up- and a special individual award 
cooked (a SLO gift certificate drawn on 
the employees’ store) goes to 
that one. 


Every award offered in the 


and-up. not something 





— 


| SuperGard 


: © ii General Tire & Rubber Company 
: ™ : , contest is something that the em- 
ployees’ whole family can enjoy. 
Grand prizes cost the company a 
maximum of $18 each: electric 
roasters. automatic toasters. deep 
fryers, electric percolators, mix- 
ers, and juicers. all have been 
Headband marked for sizes, edjustable 61/2 to 8 used. The individual award of a 
sift certificate permits purchase of 
standard-brand merchandise at 
big discounts. 

Burkhardt considers this choice 
of prizes vital. Prizes should. he 
believes. be usable for a_ long 


4 time and by the family. It helps 
@.A‘ sustain the worker’s own interest 


in the contest and in housekeep- 


SuperGord (peeetenges 


SAFETY HAT - CAP with full-floating 
HEADGEAR .. . adjustable sizes 6% to 8 


Molded from a flame retardant, waterproof material in seven 
different brilliant, permanent colors—red, yellow, blue, white, 
grey, green, brown—"'SUPERGARD" exceeds all Government 
Specs. for impact, penetration, electrical resistance, flamma- 
bility, etc. . . . In the various adjustments, each change is 
positive and secure. Cool and well ventilated, for wearing in 
the sun—"'SUPERGARD" is also supplied with a half-liner for 
frosty weather and a full-liner for frigid temperatures. There 
is no metal of any kind in its construction. . . . Easily sterilized, 
there is nothing that need be replaced in ''SUPERGARD", when 
reissued, but the wrinkle-free sweatband, which comes in What’s kept the contest running 
leather or leatherette . . . "SUPERGARD" is also available well so long? Probably the two 
with goggles; faceshield; welding helmet attached . . . Send factors of a grand prize for a 
for completely descriptive catalog page and prices. ee 


partment and of an_ individual 
The BOYER-CAMPBELL Company 


6544 St. Antoine Safety Diu. DETROIT 2, Mich. 


Cirole No. 30 on reader service card for more information 
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ing long after he has won an 
award: and it helps build the 
family’s interest in the company 
and in the combination of safety 


and good housekeeping. 


Drop it now? 


Burkhardt now is beginning to 
think seriously of dropping the 
contest in favor of some other 
stimulus for safety and house- 
keeping. The program has done 
excellently—still is doing well 
in producing a cleaner. safer 
plant and in maintaining em- 
ployee interest and cooperation: 
but after the 16 months it has op- 
erated continuously. it may need 
replacement. 


award for an outstanding house- 
keeper. Standing alone. neither 


factor would have been apt to 





work over so extended a time. © ® 














safety plus and solvent power, get both in 


CHLOROTHENE 


Powerful cold degreasing solvent has low Interested? No wonder. Better contact your local Dow distri 
toxicity, low fire hazard; gives maximum safety for today. He's the man who supplies you with stabilized 
spray, bucket, dip, wipe cleaning. 

look at this toxicity story. CHuLor 


TRICHLOROETHY nd PERCHLOROETHYLENE, too. For 
\THENI (Dow 1.1.1 locatior r additional data on these superior solve 
oethane, Inhibited) carries an M.A.C. figure of 500 ppm return cour { E Dé CHEMICAL COMPANY, Midland. Mic 
20) times greater than earbon tetrachlorid 


times 
hat of trichloroeth 


lene! CHLOROTHENE presents 
ibsorption through the skin. Its Lop al « 


tf other sood organi solvents. 


How about fire? CHLOROTHENE has no flash o1 
Cleveland Open Cup Method. The U.S. Coast 
cated it for use as an article of stores on | 


And efficient? You bet! CHLOROTHENE takes off t 


waxes and other contaminants with tl 
tet . . vet tor cold cleaning ippl 
rosive effec ts on common metals ind 


} 


”; April 19 
e asanarticle of stores on board 
ily hacard in the use 


you can depend on DOW SOLI EN Ts 


tency of this product ts not passe 
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STONEHOUSE SIGNS 


For Accident Prevention 





"No Admittance” does not always mean 
simply ‘don't come in."’ It is often a warn- ~ 
ing of danger beyond the posted sign. 










~G + ° e 
power weA ene For there are places in modern Industrial 
427—G plants where it's not entirely safe for just 


anyone to enter. So ''No Admittance”’ is 





a sound precaution. 


Like all other Stonehouse products, these signs are made in 
accordance with American Standards Specifications. 





—_— 1374—J Our complete Catalog — 


64 pages, full color — is 
free on request. 


7) 
WY cui SIGNS, inc. ¢ Stonehouse Bldg., 9th at Larimer ¢ Denver 4, Colo. 


MANUFACTURERS “Signs Since 1863” 
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“Listen, why should I wear my gloves? The foreman ain’t wearing 


his. is he?’ 


For reprint instr s, see the fly leaf of this section 
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Acts Twice as Fast as Aspirin 
‘.. Does Not Upset the Stomach ” 


- 


THE BETTER-TOLERATED SALICYLATE FOR INDUSTRIAL PATIENTS 


When workers complain of headache, or other 
minor aches or pains, BUFFERIN gives fast relief but 
seldom causes gastric upsets, even in large doses.’ 

Workers with minor arthritic problems can be 
kept on the job with BUFFERIN. Although arthrities 
are markedly more susceptible to straight aspirin 
than the general population, they tolerate BUFFERIN 
well.” 

Each BUFFERIN tablet contains 5 grains acety)- 
salicylic acid plus magnesium carbonate and alu- 


minum glycinate. 


BRISTOL-MYERS COMPANY, 19 W. 50 St., New York 20, N. Y. 


A similar package available from Bristol-Myers Co. of Canada, Ltd., 3035 St. Antoine St.. Montreal 3¢ 


Circle No. | on reader service card for more information 
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TO ORDER BABY PHOTO REPRINTS 





Orders for reprints must be received by the 10th of 





the month following publication, Shipment in LO days. 
Prices (plus shipping charges) : 


. Q- it ex t ea ‘ I 
1-19 copies, 25 each 
n ploy ter ol \ u il | 
20-49 copies, 20¢ each Ip the operation of your collee break 
v1 i 0 rlable vacuu 
50-99 copies, 15ce each she na promotion piece for Va 
? an Co. Manv applications such as 
Over 100 copies, 12¢ each xis 
lustrial feeding, company picnics pe 
ible canteens—are noted 
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EMERGENCY LIGHTS are pictur 


lescribed in a two-page specification 

sheet trom (American Optical Ce 

Shown are both the one light ind two 

li t iodels. Either type operates u 

pendent iny Other type of powe! 

supply. [he iodels iré priced and 

PLEASE PRINT FEBRUARY 1956—Do not use after 5-15-56 ‘N0reushly detailed in the  literatur 


manutacturer 
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Name Position 
GUARANTEED to move 180.000 pounds, 
Company Kind of Business Mighty Mover dollies are shown per 
forming their job of moving heavy 
Street juipment in a recently released folder 
trot Acorn Co. The dollies come in 
City Zone State sets of fours, and make one-man mov 
PLEASE SEND ME ADDITIONAL INFORMATION AND LITERATURE ON ITEMS CIRCLED BELOW ing jobs out of tasks that formerly re 
1 #12 #21 «31 «410=«51)0 61 O77 8 91 103 #117 «+327 «131)«147)«©«153)0«(167)0=«177S—8) 97 juired a staff of workers. Photographs 
2 12 22 32 42 52 62 72 82 92 102 #41912 «+122 132 142 152 162 172 182 192 ~ «2» the units at work are included alor 
3 13 23 33 43 53 63 73 83 93 103 #4113 #123 +133 143 153 163 173 183 193 With prices and specifications 
4 14 24 34 44 54 64 74 84 94 104 114 124 134 144 154 164 174 «#184 «194 Cleete thi; 160 en cette ened aan 
5 15 25 35 45 55 65 75 85 95 105 115 125 135 145 155 165 175 185 4195 
6 16 26 36 46 56 66 76 86 96 106 116 126 136 146 156 166 176 186 196 geyovaL of dust at its soures 
7 17 #27 #37 «#47 «+57 +67 +77 «+87 97 107 117 127 137 147 157 167 177 187 197 : 
8 18 28 38 48 58 68 78 88 98 108 118 128 138 148 158 168 178 188 198 POvube with the use of a Dustman, 
9 19 29 39 49 59 69 79 89 99 109 119 129 139 149 159 169 179 189 199 ee by Craftools, Inc., and 
10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 folder TI a Moma As pai Ronee 
Send More Information On: r ue e literature shows how to use 
this mexpensive equipment as a port 
able duct system, an exhaust system, 


and as a shop cleaner. Prices and a 
cessories are also listed. 


Circle No. 107 on reader service card 











PORTABLE AIR HEATERS are reviewed 
in a free booklet offered by American 
— 

FIRST CLASS que A 1! I liter Co., Ine. F ac ts on sate 
PERMIT No. 8066 S™mmmethods of employing space heaters 
. SEC. 34.9 P. L. & R. qemmte presented in this book. It’s called 
BUSINESS REPLY CARD: CLEVELAND, OHIO Snide to the Selection and Use of 

NO POSTAGE STAMP NECESSARY IF MAILED IN THE UNITED STATES 5 Portable Space Heaters.” 
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tomatic emergency lighting units is 

> | now available from Electric Cord Co 
OCCU AT IONAL The booklet contains 10 pages of photo 
graphs, descriptions, specifications, and 




















prices on the various types of emet 
geney lighting equipment manufa 
tured by the firm 
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BOOKLETS — CATALOGS — PRODUCTS 


Use these Reader Service Cards to obtain information on 
any item in this issue: advertised products, Useful Litera- 
ture, New Products, Literature in This Month’s Ads. 


Simply cirele on a card the key numbers of the items on 
which you want to receive data, and fill in your name and 
address. We shall forward your requests to the companies 
concerned. 
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minor aches or pains, BUFFERIN gives | 








seldom causes gastric upsets, even in 


Workers with minor arthritic prol PLEASE PRINT FEBRUARY 1956—Do not use after 5-15-56 
kept on the job with BUFFERIN. Althor 
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well. 
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EMERGENCY LIGHTS are 


PAPER ROLL FIXTURES that control th: Circle No ae 
e of paper toweling and toilet J 


lescribed in Atlas Mills’ 
= Prices 
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iper 

HOW YOUR SAFETY PROGRAM 

included 
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COMPLETE FIRE FIGHTING EQUIP 4 0 promo ately vn I 

MENT, from hose cabinets to fire or the 
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and reels, is illustrated and outlined i1 ‘ “Te 
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door 


are shown pe 
ul job ot moving heavy 
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Fyter Co. The brochure includes spe 
fications along with photos ar te 


j The dollies come in 
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NIEW PRODUCTS 








INEXPENSIVE lens cleaning — is 
possible with the use of No-Fog 
cleaning stations, as developed by 
Carhoff Co. 


station is now 


\ new steel cleaning 
available at low 


prices. It contains a spray pump 











chemically treated 


bottle, 
cleaning tissues, and brackets for 
both. 


and chemicals has a 


water 
The combination of water 
germicidal 
effect on glasses and goggles. Thi 
tissues can be dried and used 
several times. 
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A SAFETY TUBE 
as *Tube-On.” 


from Central Scientific Co. for use 


INSERTER, 


known is available 


in inserting straight tubing into 


rubber tubing or stoppers. The 


Ss 
J “ep 


unit consists of a plunger, inserter. 





a 


and adapter key. It is capable of 


laboratory tubing 


L-tubes. and \ 


sleeving most 
including T-tubes. 
tubes. 
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BACKGROUND MUSIC ean in- 
crease your plant's efficiency while 
boosting employee morale. Proved 


schools, and 


successful in stores. 


offices, the music system made by 


Comax, Inc., is being installed it 


many manufacturing plants. The 
Comax model will run for about 
six hours before automatically re- 
stacking all the records to play 


over again. The same system can 


— 


J 
3 







= || 
i 





i 


UU 


or] yee 
oT] im | ae 


at 


he used for public address mes- 


sages by means of a microphone 


attachment. 
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“HOSPITAL QUIET" is the de 
scription given to the new. trans- 
vacuum cleaner 
Hild Floor Ma- 


This vacuum head can 


ferrable head 


manufacturer by 
chine Co. 


be moved from one 55-gallon 


drum to another, and can also be 





USE YOUR 


OWN DRUM 


om 
of 
J 


€ 


S\ 
eo— 


and 10-gallon 


transferring the head 


used on Hild’s 15- 
tanks. By 
the machine can be made to per 
form the work of three different 
size vacuums for little more than 


the cost of one. 
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DON'T LOCK IN 


tardy 


employees Or 
Allow 
emergency exit in case they are left 
behind in the plant after normal 
exits are 


visitors. them an 


closed. You can solve 
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the problem of locked-in guests 
and employees by installing an in- 
side lock release. manufactured by 


Allsafe Co. It is at- 
“EDGEWISE” VIEW 
T 


\merican 





a <4 TYPICAL DOOR 


Release | 





| 4] 
> 
i ; 
1 : 
MY i 
| Electric Switch 
5 to 
Set Of 
Alarm! 

















5 | 


tached in much the same manne 





as a lock release which is used on 
The re- 


lease can be « onnected to a¢ losed- 


the outside ot the door. 


circuit warning system to prevent 
unauthorized use. 
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REMOTE CONTROL operation of 


closed-circuit. television cameras 
is provided by a system developed 
by Dage Television Div.. Thomp- 
son Products. Inc. The system in- 
cludes a multi-lens camera which 


is completely controlled by a sepa- 









; 
\-~—ae 


- : - * 


. ° 4 
4 CPs, 


Controls 
pre-set positions to be in- 


rate monitor-console. 
allow 
stantly selected by pushing a but- 
ton, or free manual control by 
turning an appropriate knob. The 


Continued on page 4 











Published Monthly in Leading American Trade Magazines by Union Wire Rope Corp. 


W NEW FERRULE WORKS IS 
OWN IN FREE SLING BOOK 


Ferrule Story, Facts on Fittings 
and Slings In Useful New Edition 
larged edition of the Tuffy Sling 


Handbook is an absolute “must” for plant and safety 


engineers, purchasing agents and shop foremen— 





everyone wil ises, buys, or supervises work with 
ore than 85,000 copies of the 
and for this new, completely 

be even greater. 


ling Handbook is the new Tuffy 
streamlin met ferrule pressed on the tucked eye 
splice. This new Tuffy Sling Handbook lists ] 
I siecin t 
clamps, 
enlarged 


slings. It contains a complet 


rigger’s manual, proof-tested rated working loads and 


sper ifi 


SEE DISTRIBUTOR FOR It’s Yours Free, but our supply is going fast. So mai 
TUFFY SLINGS AND HOIST LINES » coupon now for your copy of this valuable Tuffy 
He can save you the 
carrying a full invent 
normal requirements 
matching stock of Tuff) 
Hoist lines for fast deliv we 
distributor can supply lor V Sa tage aye 
ice life—bigger value for you noney. casi OO tit , Tu: i. ick-sp 
New Tuffy Ferrule Exclusive featede ule is slipped around the splice. U 
essure, the metal ot the terrule 
at No Extra Cost S$ sec n splice and ferrule 
Union Wire Rope developed the new Tuffy Sling f ile above) virtually flows into the interstices 
make Tuffy Slings easier, safer, and faster to machine br: 1 fabrie. Everv 
took ext nsive research and proof testing to rove upo! “uffy slir is vive eneth at the « ye 
the full length hand splicing of Tuffy Slir } whi SRE Re Peta St ior strength of 
have withstood the test of time. Now equal or P i ee ee . TI} joss tee 
strength is attained with ferrule splice and the haz a of mia sige ecibiacad naam oes oe sige is 
protruding tuck terminals are eliminated. Yet it costs you , a challiboecn nds makes them 
nothing extra for this exclusive feature. smooth they can’t injure hands or 


Mail Coupon for 
FREE Copy of New 


. 4 7 
Tuffy. Sling Specialists in high carbon wire, wire rope, braided wire fabric, stress relieved wire and strand. 


gitPep, 2298 Manchester Avenue, Kansas City 26, Missouri 
HANDBOOK 

ve! as my NAME 

1 Z) 
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BRAND A 


MARKS OF A 


an 


LLARD 


E. D. BULLARD COMPANY, 275 Eighth Street, San Francisco, California 


BRAND B BRAND C 


KILLER! 


BULLARD 





Can you read the marks of potentially killing 
blows from a five pound ball dropped 8 feeton 
the crowns of aluminum safety hats? The depth 
of the dents on this aluminum bar indicates 
how much actual impact the wearer would feel 
on his head. See how deeply blows on competi- 
tive hats A, B and C mark the metal. Yet, the 
BULLARD aluminum hat hardly shows a mark, 
This is because BULLARD'’S exclusive full float- 
ing headband distributes and absorbs the blow, 
taking the danger out of the impact. This, 
coupled with the girder-like strength of the 
BULLARD three-ribbed crown provides the 
greatest protection possible in aluminum hats 
and caps. COMFORT -—They are just as light 
as your old felt hat. The cap weighs only 10 
eunces. And with BULLARD'’S exciusive uni- 
versal headband you’re always assured ofa pers 
fect fit. COLOR — Now you can have a choice 
of permanent non-fading colors in aluminum 
hats—yellow-gold, blue, grey, green, bronze and 
silver. Colors to identify trade or company. 





see our catalog in 


or write for copy 





EVERYTHING 


BULLARD 


IN SAFETY 
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NEW PRODUCTS 


Continued from page 44 





remote control unit provides 
operator safety in hazardous loca- 
tions. It also permits quick and 
accurate viewing of widely-spaced 
undetected 


operation in security and surveil- 


objects, and assures 


lance installations. 
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ADJUSTABLE 


614 to 8, the new safety hat and 


to head size from 


cap manufacturer by Boyer-Camp- 
bell Co. can be used by many per- 
sons within a department or by 
Made 


from a flame-retardent, waterprool 


e=y, 
Ns 


persons on alternate shifts. 


material, the hat comes in seven 
permanent colors. The inside is 
fitted with cradle and 
easy size-setting headband. The 


a plastic 


leather and leatherette sweatbands 
can be replaced when the hat is 
transferred from one employee 
to another. 
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DANGER 


ation can be controlled through 


from exposure to radi- 


the use of radiation measuring de- 
vice manufactured by Librascope, 
Inc. The 


instrument measures 


the hourly exposure in numbers of 
roentgens. The scale is calibrated 
from .05 to 50 roentgens. Know- 
ing that approximately 200 roent- 


fatally 


posed human being, a worker can 


gens will injure an ex- 


easily calculate the number of 
hours he can remain in a danger 
zone. The instrument is_ light 
weight, shock and moisture-proof, 


and simple to operate. The sealed 
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unit can be carried by the belt or 
shoulder strap attached to the in- 
strument. It will function for up 
to 180 hours on hearing-aid bat- 
teries. Other than periodic chang- 
ing of these batteries. no further 
service is required for the life 
of the instrument. 

Circle No. 131 on reader service card 
AUTOMATIC fire detection sys- 
tems in Notifier Mfe. Co.’s new 
PN-O2-AD series feature two-wire 
installation, assuring reliable pro- 
tection in spite of broken wires in 


thermostat or alarm systems. Pro 


duction models are furnished in 
from one to 80 circuits. They can 
he adapted for either fire detec- 
tion or sprinkler supervision, and 
are recognized by rating bureaus 
for subsiantial fire insurance rate 
reductions. 
Circle No. 132 on reader service card 


TWENTY TIMES LESS TOXIC 
than a standard solvent is the new 
solvent 


cleansing pro¢ essed by 


Chem Industrial Co. In addition 


iNDUSTRiaL CO- 


to its low toxicity, the solvent is 
non-flammable. allowing use neat 
open flames or grinding opera- 


tions. The solution is recom- 
mended for removing grease, wax. 
oil, and tars from metal products. 
tools, 


components. 


machine tools. and 
Although not suit- 


hand 


able for vapor degreasing. it is 





Universal size—replaceable 
headband 




















Choice of permanent molded-in colors to 
identify company or trade. Aluminum hats 


and caps available alsoin variety of colors 


BULLA 


E. D. Bullard Company, 275 Eighth St., San Francisco 


PROVEN 
BY THE 


These Bullard engineering and 
sales research men are study- 
ing not only the impact, but also 
the rebound of this eight pound 
ball. Rebound action is the 
extra safety margin in Bullard 
safety hats and caps. Their 
scientifically designed three- 
ribbed crown not only resists 
impact but deflects heavy 
falling objects. This is one of 
the reasons why Bullard fiber 
glass hats and caps surpass all 


necessary industrial tests. 


Greater protection plus style, 
comfort and color make Bullard 
head protection the best and 
longest lasting buy in safety 
hats and caps. Chin straps, 
winterliners and face shields 
are available for all styles of 


Bullard safety hats and caps. 


y Three-ribbed crown 
construction 


EVERYTHING 


BULLARD 


IN SAFETY 





see our catalog in 
- 


PLANT 
ENGINEERING 
FILE 
or write for copy 
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EYE adaptable to cold cleaning, dip MAKE YOUR OWN 
WASHING A? cleaning, and bucket cleaning. 
FOUNTAIN tz FY Circle No. 133 on reader service card 
HERCALLOY 


EITHER HAND, or both. can con- 
CHAIN ASSEMBLIES 


trol this new 20-inch floor mainte- 
nance machine produced by Clarke 

with all components furnished from 
your distributor's stock. 







Sanding Machine Co. Recom- 
mended for floor areas from 12.- 
000 to 20,000 feet, the machine is 


ate washing with plenty of running water as 
the best first aid treatment for any chemica 
in the eyes. Records prove that washing with 
water for ten minutes or more, closé to the 
accident, is necessary to reduce or eliminate 
eye damage. 

Forehead operation leaves hands free to 
open eyelids so water can be directed wher- 
ever chemicals might be lodged. Sanitary white 
baked enamel bow] is resistant to most fumes. 

Over 500 industrial plant installations have 
been made to date. 
Write For Details. 


VALVE NEW 


Chain Operated Way Mal @40 DL A 


Quick Action 
Self-Closing 


equipped with a completely auto- 
matic dual switch. A full one h.p. 


Hammerlok 


COUPLING LINK 


@ NO PEENING 
@ NO WELDING 


@ Hammerlok is made of 
alloy steel...is stronger 
than Herc-Alloy chain. 
is thoroughly field tested. 



















motor provides extra power for 
all phases of floor treatment and 
maintenance, including such jobs 










as steel wooling, waxing, and disé 





sanding. 
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TO PLAY IT SAFE Ingersoll-Rand 


recommends use of its new line of 









|| 
30 to 40 The B & A Shower is the 
G. P.M. quickest and most satisfac- 
tory way to saturate a work- 
er with gallons of water the 
{nstant an accident occurs, to prevent a dis- 
figuring burn—even a fatality 
Special shower head, no holes to clog—can 
be used where unfiltered water prevails 
Write For Details. 











@ Write for literature or 
ask your industrial distrib- 
utor about Hammerlok 


@ Made by the makers of 
Herc-Alloy...the original 
alloy steel chain. 


OLUMBUS McKINNON 
CHAIN CORPORATION 
TONAWANDA, NEW YORK 

DISTRICT OFFICES: NEW YORK 


spark-resistant paving breaker, 











demolition, and digging tools. The 





tools are for application in any 
plant handling hazardous liquids 




























OISFIGURING 
FACIAL CUTS 
AND BURNS / 




















































TS AND CHICAGO * CLEVELAND 
CHEMICAL BURNS In Canada: McKinnon Columbus Chain 
ON ARMS / Limited, St. Catharines, Ontario 
AND BOY 
n$ 
5 ners 
1 EN 
TL on 
ynrr. Bot oe0 or flammable gases or dusts. They 
GLASe, pum? SAF-T-BAGS ; : 
aR are forged from a beryllium cop- 
e del d for th T : 
Sending a aun ten — per alloy. . The manufacturer 
taining harmful chemicals; also claims tool life many times that of 
the storage and recovery of : . 
expensive serums, biologicals, their cast counterpart. 


and other costly products. 
Painful cuts, disfiguring 
burns, loss of eyesight, or even 


Circle No. 135 on reader service card 


a fatality, do result from corro- AS LITTLE as one ounce of the 
sive liquid splash and flying ae 5. Se oe . ee 

aun whan ampetened bode W yandott Chemical Corp. liquid 
shatter. cleaner in a gallon of water is suf- 





Write For Details. ss ; 
; ficient to handle most cleaning 


USL RIESE USA LI | OBeTetons. Following two years HOISTS AND CHAIN 


Dept. OH, P.O. BOX 7542, CHICAGO 80, ILL of research, the product was test- 
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burning operations. | Manufac- chology, Inc. The new testing pro- 
factured by Olympic Glove Co. in edure provides _ step-by-step 
three stvles. The foil covers the manuals for recruiting, selecting, 
entire back of the hand from placing, and following up em- 
wrist to knuckle. As much as 95% ployees. The program was de- 
if the radiant heat is reflected back veloped for use by companies of 
to the source—and away from from 25 to 400 employees. It 
worker. utilizes a series of tests and screen- 
F UNIVERSAL ‘ Circle No. 139 on reader service card Ing interviews. 4 10 to 15-page 
\Uoquip CLEA 


ae | PSYCHOLOGICAL TESTING of manual is provided for each of the 
ee =e prospective employees is now pos- major jobs in business and indus- 
sible for small and middle-sized try. The manual gives a brief de- 

plants through the use of testing scription of the job, and shows 


marketed last vear—with a good manuals from Industrial Psy- ontinued on page 51 





deal of success. The liquid con- 


tains an exclusive synthetic clean- | 
ing agent named Ammosene, ; 
which is chemically locked into 


‘ined ve and eae | D* CARTONS IN SEALED, SANITARY 


vinyl plastic-lined drums. 


Circle No. 136 on reader service card WRAP WITH FASY 10 OPEN 
ELIMINATE SPILLAGE and waste ; “1u* 


with a new liquid tilter, manufac- 


tured by Nutting Truck & Caster RED PULL TAB! 
Co. Features include a non-slip * 


clamp which securely holds drums, 


and life-time welded construction. Just pull the red tab to unwrap. JA 


<t, «4 
~® . ; 
yw 





i 
i 


The continuous red line 
across the face of the 
D-Carton shows that 
none of the cartons has 
been opened. 


A break in the red line, 
as at the third carton 
in the illustration, sig- 
nals that they have been 
opened and should be 
tainers. The tilter rocks back dade : checked for replace- 
to upright position after pouring. oat —_—. ay ee GD catia, ment before the con- 

Circle No. 137 on reader service card = sli aie, — saleby : tents have been used up. 


PROTECTION © both for workers’ 
hands and against material con- BAND-AID 


Trade Mark 

Plastic Strips with ‘Super-Stick’’ 
now available in Davis D-Cartons and 
kits when desired with these advan- 
tages: (1) a new cushion pad of Red 
Cross cotton covered with surgical 
ber. the soap contains materials gauze; (2) all four edges of gauze are 
for prevention of chapping and folded under, free from loose threads, 
skin infection. It is packed both and (3) handy new tab lift, shown at 
in five-pound boxes and 200-pound right. Fingers never touch pad. 

barrels. 


Weighing only 38 


pounds, the 


o 
‘ 
tilter can be moved easily, and oc- 


cupies minimum floor space. It 


d Canon Tenaranrs fe] 
= [ooo] T 
[2 (iseoine-oane swans ] 


offers controlled pouring and com- 


a 
= 
Be 


- , 
(aowesive sampaces | |opt 


' 


= 
= 
in 
— 
= 


ylete drainage of liquids con- 
I | 


tamination can be secured with 
the use of Platinum Balm. a new 
antiseptic powdered hand soap 
produced by Chemical Corp. In 
addition to its all-vegetable scrub- 


>eRETVY 


Circle No. 138 on reader service card 1 
ALUMINUM FOIL-LINED weld. [ 1 DAVIS 
ing gloves will save your workers 
from radiant heat on welding and DIVISION 59 Halleck St., Newark 4, N. J. 
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GAIN 2 
ONE FULL DAY 


EACH WEEK! 


with the MAICO ..: portable 
NEW AUDIOMETER 


“never-before” features 


Cut Testing Time 20% 


a Lateral Controls— Wrists of operator stay in 
a restful position while holding control knobs 
that are especially designed to permit continu- 
ous operation without finger injury . . . reduce 
fatigue .. . cut time factor by 3‘ 


@ dual Tone Interruptors—An important exclu- 
sive feature that permits operation by either 
hand—freeing one hand for recording of test 
data... increases efficiency and cuts testing time 
by 6‘ 


© "Vista-Vision’ Centralized Dials Illuminated 
vital data dials (Hearing Loss in Decibels and 
Frequency) are located in the center of the con- 
trol panel . eliminating visual fatigue . 
speed accurate testing time by 2 

ra) Smallest Complete Audiometer Ever Made— 
The entire unit —including sturdy, shock-absorb- 
ing case—weighs only 15 pounds... is easy to 
carry and has a generous accessory storage com- 
partment. Set-up time is cut by 3‘ 


Self-Indexing Hearing Loss Control, continu- 
ous rotation of Frequency Dial and Automatic 
Interruption between frequencies save you an- 
other 6°, in testing time. Add them up—gain 
that extra day. Use the coupon for more infor- 
mation and early demonstration 


THE MAICO CO., Dept. 000 

21 North Third Street, Minneapolis 1, Minnesota 
Please send me free booklet''Ears and Industry" and have your repre- 
sentative contact me for demonstration of the new MAICO MA-2 
Audiometer 


Name 





Company 





Address 





ee ee ee ee 


City State 





eee ee eee ee 
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...Use the 
Right Tools 
For Your 
Job _— 7 


PIONEER's\ | = 


“Hand Protection Clinic’ Helps You 


Solve Your Industrial Glove Problems 


Send a complete job description on your company 
stationery. Include dexterity and abrasion resistance 
requirements, and a complete description of chemicals 
or solvents used; plus notes on any extreme tempera- 
tures encountered. Our solution of your glove problem 
assures you of maximum employee pro- 
tection and efhiciency at minimum cost. 
Write—Attn: Hand Protection Clinic. 

New knit cotton lined Stanflex VL-34 
with its highly flexible red vinyl coating 
features PLONEER’s exclusive non-slip grip. 

Outwears leather on rough abrasive use yet 
withstands most industrial chemicals. Write 
for complete PIONEER line catalog today. 


the PIONEER Rubber Company 


238 Tiffin Road, Willard, Ohio, U.S.A. 





Wiksisncieeaal 





SOLVE YOUR PLANT 
SMOKING PROBLEMS 


with GLE dunking stations 


CIGARETTES, 
CIGARS, MATCHES 
IMMEDIATELY EXTINGUISHED 


Like 60% of the leading U.S. industries, 
you, too, will find that safe and economical 
SIPCO Dunking Stations prevent fires — pro- 
mote good housekeeping on the job. No smol- 
dering — no fire hazards! Built specifically for 
hard industrial use, and abuse, and will last 
a lifetime. PWOKe. 


PRLvENTs ‘ 
PUT the ene 


, UNIT No. 1— Heavy cast alu- 

el fF minum canister, attractive 

ci metal sign, upright heavy 

poet FIRES weighted base. 42” high, wt. 
put ‘emt MERE 25 Ibs. 


UNIT No. 2—Same as above 

except without upright and 

base. For mounting on walls, 

columns and posts, wt. 5 Ibs. 
WRITE FOR 


UNIT No. 3—Canister alone 
ILLUSTRATED 


with mounting bracket. 
FOLDER a 


¢ PEORIA, ILLINOIS 
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NEW PRODUCTS 


Continued trom page 49 





how to select the right person to 
function in it. Included are recom- 
mendations on transfers. promo- 


tions. and salary administration. 
Circle No. 140 on reader service card 


HARD-TO-CLEAN corners can 
be thoroughly damp swept with 
the new triangular damp sweep 
tool, made by Walter G. Legge 
Co. \ special double swivel con- 
nects the  five-foot aluminum 


How much will you 
4 save this year on 
\’ ? Floor Maintenance? 


Plenty, if you switch to LEGGE Safety Floor 
Maintenance. Here’s why: 


3. You save on materials. LEGGE polishes stay on the floor, in 
handle to the brush, allowing for many cases, more than 4 times as long as ordinary polishes. 
‘ = g 


flick-of-the-wrist maneuverability. 2. You save on labor. You need fewer applications, less touch-up 
It is also possible to use the unit maintenance and only rarely do your floors require the time- 
with a launderable sweeping cloth consuming stripping job. 
which fits over the brush. You save time on associated jobs. LEGGE polishes won't be 
Circle No. 141 on reader service card “walked off’, so you end the nightly job of cleaning expensive 
carpets soiled by tracked-on wax. 
KING-SIZE cabinets for toilet You save waste motion. A Lecce Safety Engineer trains your 
tissue are available through Pride crews, shows them how to prevent wasted effort and materials. 
Washroom Service, Inc. The new You save on insurance. LEGGE polishes go up to 75% beyond 
models of toilet tissue fixtures dis- U.L. requirements for slip-resistance. The danger of slip-acci- 
pense more than 3,000 sheets. dents becomes negligible. An improved Safety record usually 
Available both in folded tissue means reduced casualty premiums. 


Learn how one famous institution lopped $19,000 
off its annual b idget. Send for our Free booklet, 
“Mr. Higby and the Gremlin”. Colorfully illus- 
trated, fun to read, it tells you the inside story 
» coupon today, | lease. 


on floor care. Cl 


il] 


WALTER G. LEGGE COMPANY, INC. CIEGGE SYSTEM 


\. of Safety Floor 


\, Maintenance / 
DEPT. O-2 


and roll tissue models. Janitors 101 PARK AVENUE, Walter G. Legge Company, Inc. 0-2 


and maintenance men will wel- 101 Park Ave., New York 17, N. Y. 

" ‘ NEW YORK 17, N. Y. : 

come these cabinets which will Send a Free copy of your informative Floor 
make restroom supplies a once-a- Care booklet. 

Have a LEGGE Safety Engineer phone for an 


week rather than daily assign- a coptletndal, ibe, 
ment. 
Circle No. 142 on reader service card IN PRINCIPAL CITIES. Name 


IN TORONTO— Firm 


A PORTABLE OXYGEN UNIT, 
used for emergency oxygen for J. W. TURNER CO. Adare 
resuscitation or continuous flow City , Zone___ State 


Continued on page 53 6222888280888 2800882200825 228888888 
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INI TS WY 3 


hyr-fyter stainless steel 


PRESSURIZED 


, Water Extinguisher c— 


4 LBS. LIGHTER! 
SIMPLE, EASY to OPERATE! 
SQUEEZE VALVE CONSERVES CHARGE! 


4 
‘ 
4 





Now ... Fyr-Fyter announces the first stainless steel, pressurized water 

extinguisher ! It is 4 pounds lighter than any other 2 2 gal. brass model, : 0 0 OPERATE USE 

and ideal for fire hose or extinguisher cabinets in schools, institutions, ie PULL SAFETY PIN 
hospitals and industrial plants . . . especially where women may be re- 4 SH TOP HANDLE D Wh. 
quired to extinguish a fire! You get into action faster with the Fyr-Fyter 4 at DISCHARGE Al 5A>* 
Pressurized Water extinguisher! Just point the hose at the fire, and a ; M 

press of the thumb. . . instantly releases a controllable 45 ft. stream of 

water! Release the lever and the pressure is shut off. You use only the 


ire! 
amount of the charge necessary to meet the demands of the fire! . a ans oe 
This modern, efficient extinguisher can be repressurized with free air Th, INSTRUCTIONS eset 


at an automobile service station or nitrogen from Fyr-Fyter’s Dry 
Nitrogen Recharge Units. Visual gage tells at a glance the operating 
condition of the extinguisher. No annual recharge necessary! 

The Fyr-Fyter Pressurized Water extinguisher is constructed of dur- 
able, permanent-lustre stainless steel and is pressure tested to 500 Ibs. 
per square inch. It has Underwriters’ Laboratories A-1 rating and is 
recommended for heated areas and where water is considered an 


mene «.,,. THE FYR- “FYTER COMPANY 
adequate extinguishing agent. 


DAYTON 1, OF 


WRITE FOR COMPLETE INFORMATION TODAY, 
OR CONTACT YOUR FYR-FYTER REPRESENTATIVE! 


lli-Ve (ale 47 mee | 


221 CRANE STREET, DAYTON 1, OHIO 


REPRESENTATIVES IN PRINCIPAL CITIES 
OUR 40th YEAR OF MANUFACTURING...THE MOST COMPLETE LINE IN INDUSTRY 


A-1 MO. 


BRANCH OFFICES: NEW YORK, BOSTON, PHILADELPHIA, CHICAGO, ATLANTA, DALLAS, SAN FRANCISCO, PORTLAND, SEATTLE 
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Brel. THAT FALL NEW ee 
therapy, is being manufactured 


by Ohio Chemical & Surgical 
Equipme nt Co. The unit consists 





of a carrying case. yoke for medi 





Small plane becomes emergency 
ambulance with new stretcher 


another use for the versatile new Hag- 


| rard’s all-purpose stretcher kit. No matter 

Safety Lifeline _ | mhat type of sttetcher you now have, you 
; have need for the new Haggard. It does all 

FOR SCAFFOLDS AND SWINGS hd the things any stretche many 

mor t is a complete unit ready for it 

Locks automatically, instantly ps ont se anvwher t is se 
lifeline rope. Moveable up or down witl ‘ - tonnk iol 
man. Instant lockir posit L Cal igi 
times whether 


moved up or dow? cal-type cylinder valves, needle ipplies, and accessories. It’s such a tot 


J | | Swe 
Snaps into safety bel No adjusting : new concept in utility, versatility and pra 
poe atta or ; ' control valve, supply tubing, col- seit 7 
e é vera eng ppre t d investigate it é 
Does not harn one i + = . le 1 estigate i 
lbs ; : ; . ect W 
Reis . : EE aan 
Recommended for use 01 t dard , mask. and eylinder wrench. S uli the advanced, neec 
1 A lit r 
%” Manila rope. Write fo e! that make it combination litter, frac 


bag. inhaler assembly. face 


It 1S CO Store, transport, 


led features 


Circle No. 143 on reader service card | oard, traction splint, and resuscitator om- 


; ) ( 
SAFETY TOWER LADDER CO. pact, convenient, complete. Ask your MSco 


stributor for a demonstration or write Med- 
1024 BURBANK BLVD. PO BOX 1052 USE THE READER SERVICE CARD ipply Company, Rockford, Illinois. It 
BURBANK, CALIFORNIA FOR VALUABLE REFERENCE DATA nada, Safety Supply Company, Toronto 2. 











There’s more to salt tablets 
than meets the eye! 


Se , 
r remember there AIRWAY 


ENTERIC COaten 
lispensers on the de Tablets 
a4 ce f TO PREV a HEAT Exhaustion 
C yt . ' 

J % Ar" 
b] 

















FeRWwAY “CRYSTAL — or 


A STASAFE PRO puct me 








A PRE-SEASON DISCOUNT AVAILABLE 


Write in today for a “SALT CON- 
FERENCE” with your StaSafe representa- 
tive . . . his company makes all types of 


‘ tablets. See them all before you buy. 
AS 


+ % — 


ib 
STANDARD SAFETY EQUIPMENT COMPANY 


232 WEST ONTARIO ST. CHICAGO 10, ILLINOIS 


NEWARK 4, N. J. CLEVELAND 10, OHIO LOS ANGELES 66, CAL. 
597 BROADWAY 855 EAST 152nd ST 12921 W. WASHINGTON BLVD 
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the odds are o¢ to ] LITERATURE OFFERED 


UR ey | 


A new concept rm safety holes foc EMBLEMS AND TROPHIES can help sell 


your safety program, as explained ir 

linemen—the Miller BAK-SAVER Eien tes des ae Wee 
a 36-page catalog from Williams Jew 

No. 99 with contoured wide- elry and Mie. Co. Other items, such 


as pins and plaques, are also included 
comfort, safety and support. The in the free booklet 


BAK-SAVER is made of strong, Circle No. 50 on reader service card 

lightweight leather, perforated YOU CAN GET free literature and sam 
for ventilation and designed for ples on Foille dressing, manufactured 
greater freedom. by Carbisulphoil Co. The dressing 


comes in both liquid and ointment 
e fl} form. It can be used for first-aid treat 
sisal ment of burns, cuts, abrasions, skin 
irritations, and insect bites 

BACKING THE LINEMAN Circle No. 71 on reader service card 
STAIR ACCIDENTS, their causes, costs, 
TO THE LIMIT and means of prevention, were thor 
oughly discussed in the March 1955 
All Miller Safety Equipment fully de- issue of OccupaTionAL Hazarps. In 


; scribed and illustrated in colorful, new ase you missed this highly informa 
& catalog. Send today for yours, and ask article, Colonial Refining & Chemi 


to see and try the new Miller Bak-Saver cal Co. now offers you a_ four-page 
Belt No. 99! 


reprint—free for the asking. 

THIS is YOUR LIFE Circle No. 96 on reader service card 
eae EXPERT ADVICE on the selection and 

DON’T RISK IT... ™MILLER IT! use of audible and visual signals is 


available in Bulletin 100 from Federal 


Sign and Signal Corp. It comes com 

Miller EQUIPMENT COMPANY, INC. + FRANKLIN, PA. plete with explanations, diagrams, and 

IN CANADA: SAFETY SUPPLY CO., TORONTO a examples of how to put 
nals to use tor satety. 

Circle No. 25 on reader service card 


A SOAP SAVER dispenser, built to han 


lle powders, pastes, or creams with 














width back span for complete 








maximum economy, is fully described 
and priced in literature available from 
G. H. Packwood Mfg. Co. The dis- 
penser has been engineered with such 
money-saving features as ob-ser-vision 
window, positive feed control, and au 
tomatic cut-off. 
Circle No. 14 on reader service card 


ALUMINUM LADDERS are completely 
described in Catalog 6 of Aluminum 
Ladder Co. The catalog features light- 
weight, rust-proof, splinter-proof, and 
spark-proof aluminum ladders. Various 
ie and sizes are shown. 


di e | e 1] y_ = rT) Circle No. 19 on reader service card 
con ition your plant with INCENTIVE AWARDS and how to use 
them are discussed in literature from 
Here’s the new mineral-coated fabric Surfacing on stairways, ramps, walk- Metal Arts Co. The brochure tells you 
that provides perfect traction—sure ways—wherever the danger of a fall is 


: rs a how to use safety awards in reducing 
footing—even under water or grease! present. “SAFETY-WALK”’ pays off 


: ‘ . nsurance rates, acc dent frequency, ¢ d 
And it’s easy to apply, easy to keep in accident-prevention, better public 2 ree mn ne a Re a 
clean. Use“SAFETY-WALK” Non-slip and employee relations. pa en ger 


coo — Circle No. 63 on reader service card 


7 
| Fee SAMPLE! Please send me “SAFETY-WALK” rs nt oh LONGER LIFE and greater safety are 
sample and complete information. |SAPETY-WAi 4 claimed for wedge-grip safety marking 
Minnesota Mining & Mfg. Co 


tools, manufactured by M. E. Cun- 
ningham ( You can get more in- 
\werorpey “WON- SLIP x 
¢ formation by indicating your interest 
~ SURFACING 


on the Reader Service Card, page 43. 
Circle No. 54 on reader service card 


Made in U.S.A. by A WATERLESS SKIN CLEANSER that 
MINNESOTA MINING & MFG. CO. comes in a plastic 
St. Paul 6, Minn. is the 


Dept. EO-26, St. Paul 6, Minr 


Address 


| 

| 

l 

Company | 
| 

| 


, self-dispensing bottle 
City... ...State subject of literature from Light- 
i a a 


foot Schultz Co. Prices for the new 
Also makers of “Scotch” Brand Pressure-Sensitive Tapes, “Scotch” Sound Recording Tape, “Underseal” cleanser are included 
Rubberized Coating, “Scotchlite” Reflective Sheeting, “3M" Abrasives, "3M" Adhesives. General Export: : . : 


122 E. 42nd St., New York 17, N. Y. In Canada: London, Ont., Can Circle No. 53 on reader service card 
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ACCIDENT RATES not met : Circle No. 47 on reader service card for more information 
tumbling down when abrasive 


steel floor pl 


plant iccording t 2 rr : RD H 
TI ow... A. orect EYEGARD tines 
shows many applications fe e floo 

plate used either as al | I 


precision-made at popular prices 


complete flooring 


Circle No. 21 on reader service cord 


EXPLOSION-PROOF vacuums 
scrubber-polishers inufactured — by 
Hild Floor Machine Co., are presented 
( panv bulletins, free on re¢ 
nformation will be 
ndicate vour interest 


19 


Service Card, page 4 


The de luxe line of gog < The standard line of goggles used 
- gles with the new extra large de ’ throughout industry for years, 10- 
Circle No. 103 on reader service card sian that. increases the area of E way ventilated they assure maxi- 


vision. Featherweight super-strong ic mum eye protection at a surprisingly 
CHEMICAL SPLASHES and fires wil plastic throughout. Priced 


iu wel personal inypuries I ul than you think. 


less ' low cost! 








seehenmmall 


f\ 
HALLENGER/ & | AMERILITE | 
: B |SPECTACLES ~¥ 


The new super-size gog- A new line of Industrial ]S a 
designed with many deluxe Spectacles, with Amerilite Lenses. 
JOB-FITTED features but made to sell at a Half the weight... with twice the 
by | ont Mfe e company w popular price. Identified by their strength. Exceed Fed. Specs. for im- 
recommend particular glove . modern green plastic frames pact resistance and optical qualities. 

1 parti r g s for f ; 
cific tasks. Free samples also 
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supplied for comparison testin 

7 ssi i SAVE MONEY . . . WRITE FOR EYEGARD LITERATURE AND PRICES TODAY! 

AMERICAN INDUSTRIAL SAFETY EQUIPMENT CO. 

3507 Lakeside Avenue Cleveland 14, Ohio 
Division of Burdett Oxygen Company, Cleveland, Ohio 


Circle No. 10 on reader service card 








Pressure-Equalized 
SEPCO Ear Protectors 


WITH 


HAWS EYE-WASH 
FOUNTAINS 


Even though summoned medical aid arrives 
Sepco Ear Protectors are filled as rapidly as possible, time elapsing between 
: = coal = nien P a6 
" yee ; new ” al occurence of eye accidents and a physician’s 
orbing aterial which fil- : : 
harmful sound and pr care is too often the period when permanent 
vents dizziness caused by that harm is done. 
plugged” feeling. Bridge this “danger period” with HAWS Emergency Eye- 
@ Provides maximum ear protection Wash Fountains that permit injured work- 
@ Provides ventilation to the inner 
ear. 
@ Beveled wedging action assures 
proper fit. : 
@ Maximum comfort—may be worn UN) Available with HAWS Drench Shower At- 
for long periods i> wy tachment to form an “emergency first aid 


ers instantaneously to wash injurious mat- 
ter from their eyes with clear water at safe 
controlled pressure. 


= 
ce thee 


. sii \ station” for your employees’ protection. All 
“SOFT molds itself SS | |} HAWS Safety Equipment is designed and 
to the ear. 1 J-\\ | manufactured in cooperation with leading 
Free sample when re C ide safety engineers. 
quested on company sta- 
tionery. 


Dealerships Available Write gor peel detacls today! 
acs || P{W AD 


LOS ANGELES 35, CALIF. 
1439 FOURTH STREET (Since 1909) BERKELEY 10, CALIF. 


how: 
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You Can’‘t See 


A a Crippled 


lie 


Heart 


She doesn’t use crutches, and, except for a drawn and listless expres- 
sion, looks very much like any other little girl. But she is crippled. 
She has a crippled heart—the kind of disability you can’t see. 


And it may surprise you to learn that the tragedy of congenital heart 
disease affects more than 500,000 children of school age in the United 


States. For them, as for people of all ages, heart disease is a leading 
health problem. 


Fortunately, medical research has scored dramatic victories in pre- 
vention, care and treatment of the heart disorders of young people. 
Some congenital heart defects, for example, now yield to surgical cor- 
rection. Both initial and recurrent attacks of rheumatic fever, fore- 
runner of rheumatic heart disease, now may be prevented in most cases. 


But more research is needed if young hearts are to be saved—the 
kind of research supported by the Heart Fund. Indeed, the chances 


of many thousands of children for a full, rich and happy life depend 
on this research. 


HELP YOUR HEART FUND — HELP YOUR HEART 


Send your 1956 Heart Fund contribution directly to your local 
Heart Association, or to “H-E-A-R-T,” care of post office. 











56 
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PLAQUES, TROPHIES, EMBLEMS 


- 
\« seen ener 


(8) 
\ 
te 


SAFETY 
& 
SERVICE 
EMBLEMS 


Robert D. Hendren, McKenzie- Siti Cities anh tc 
Hague-Gilles Co.. Inc.. Minneapo- LI yuo somata 
lis. Minn., working at the bottom i 
of a concrete bin, was struck on 
the head and shoulder by a wood 
form which fell 90 feet. He re- 
ceived lacerations of the right 
shoulder. but was otherwise not 


injured. His hard hat protected 4 GC-11 Two-tone Jewelers’ bronze 

his head from a blow that could i : — Passe Saas Cross_ in 
H enameled colors. 

have been fatal. i % 1933 SERIES is available in Genuine Walnut Shields size 10" 

over 40 titles. '/,'' dia., hard x 10'//," $10.95. 


glazed enamel, heavily gold Also available plain or with 


Jewell Skillern, Southland Paper plated pin and safety lock 


— f 4 Plated pin and safety lock = AWARD OF HONOR. 
Mills, Inc., Lufkin, Tex., lived up f wm F.E.T Hand engraving only 6c per letter. 
to the fame of Davy Crockett in & 


“ Oe aia | 
‘ . — Write for FREE 36-page Catalog! 
the national forest of the same a 


name. Although struck by a 300- CLARENCE J. WILLIAMS 
pound tree, Skillern was able to 


resume work within three hours. | WILLIAMS JEWELRY AND MFG. CO. 


Continued on page 9% SILVERSMITHS BLDG. ° DEPT. OH-2 ° 10 S. WABASH AVE. 
CHICAGO 3, ILL. ° PHONE: CEntral 6-5018 


HAVE ONE HANDY FOR 
THAT EMERGENCY! 











New High Potency Relief for 





rw FLEXIBLE 
Maen <22CVC5S stRETCHERS 


The Original Lacerations 
Spray-on Relief Etc. Reeves stretchers are the best in any emergency. 
[Industrial plants, hospitals, first aid and rescue squads, 


° ° : . 
Since police and fire departments throughout the country 
use these stretchers to handle their injured with care, 
AEROSOI preventing more serious injury. Make sure you have a 


Reeves stretcher ready. 
The only preparation containing 20% dis- tai — 
solved benzocaine—Stops pain in coast <j STRETCHER CANISTER to protect your Reeves 


relieves for hours—Eliminates need for man- stretcher from dirt, dust and dampness. 

ual application — Quick, sanitary, easy to 

apply—Often prevents shock in severe burns. 

Used in thousands of plants, hospitals, clinics A. SMITH & SON, INC. 

as the modern relief for all types of surface Established Eighteen Hundred Sixty Seven 

pain and itching. Water soluble, non-tacky, 1237-39 Ridee Ave 

non-greasy. pain ne 
FREE—Send for details 


225 E. Prospect Ave. Mt. Prospect, lil. 
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Philadelphia 23, Pa 
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NO-TRAX SAFETY TREAD... 
THAT'S TROUBLE-FREE 


Comes in four harmonizing marbleized colors. De- 


signed for trouble-free maintenance. Can be swept 


or mopped. Qutwears ordinary matting two to one. 





ALL PURPOSE 
RUBBER MATTING 


Exceptional wearing quali- 
t make this No-Trax 
safety tread a_ bargain. 
Ideal for use in corridors, 
ramps, entrance ways, 


stairways, and landings. 


© THICKNESS: '/q" 
e WIDTH: 36” overall 
® ROLL: 20 to 30 yds. 
Cut lengths available at 
no extra charge. Freight 


prepaid on 200 Ibs. or 
over. 








SUPERIOR RUBBER Mfg. Co. 


501 WEST 82nd STREET * CHICAGO 20, ILL. 


Manufacturers of No-Trax Mats for all types of service. 


Circle No. 54 on reader service card for more information 


WANT MORE EFFICIENT — 
TSE) LASTING STEEL STAMPS? 


SAFETY weve: GRIP 


kt @ LETTERS and 
FIGURES 


® No Spall 

*® No Mushroom 
® More Service 
® Knurled Grip 


® Patented under 
No.2,089,794 


*® Thumb Side Markings 


Knurled sides for positive grip—patented 
jesign provides perfect balance and 
deeper impressions. Especially recom- 
mended for toughest jobs on steel 
Write for castings, cylinders tool 
steel, etc. All sizes 

Catalog available '%"' to 1 

100 characters. 








A WATERLESS 
SKIN CLEANSER 
that is really 


CONTAINS LANOLIN 
AND HEXACHLOROPHENE 


Comes in half-pint plastic, self- 
dispensing bottle. Just squeeze 
exact amount, apply and wipe 
dry! Also packed in one and five 
gallon containers. 


Write for details and prices 


LIGHTFOOT SCHULTZ COMPANY 


380 MADISON AVENUE NEW YORK 17, N.Y. 


Circle No. 53 on reader service card for more information 


water-tight 
vapor-tight 


proof 
portable lighting 


| These 3000 series McGill 
Vaporproof portables-are used 
extensively in flour mills, ele- 
vators, ships, food processing 
plants and warehouses to elimi- 
mate hazards of shock, glass 
splinters and sparks from brok- 
en bulbs. A heat and impact 
resistant globe seals against the 
molded phenolic handle to 
guard the bulb from splashing 
liquids. The best in protective 


McGILL 
3006 ( = portable lighting available in 60 
Ly . or 100 watt bulb size with 

either metal or fibre cages. 


Send for new Catalog No. 84 


MSGILL are always a little better 


ELECTRICAL and ALL are Underwriters’ 


Ee 0 
SPECIALTIES Laboratories inspected 








McGILL MANUFACTURING CO., INC. £0." Combe 
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TURTLE CLUB 


( 





This modern-day hero found his 
protec tion in a hard hat instead of 


in a flintlock. | rn Cc 
= —— 


Joseph Taylor, Central Illinois a NO SMOKING 


j es THIS 


Light Co., Springfield, Ill. was 


helping remove a tree that had ee 
fallen across electric and tele- sae 
phone lines during a storm. Sud- 
denly the telephone service pulled 
loose from a nearby house. The 
insulators and hooks struck Tay- 





lor on the head with such force 
that his hard hat was knocked 20 
feet. The man was uninjured. 








— METAL SIGNS 
John Klisiewiez, Los Angeles 
Dept. of Water & Power, was help- @ Baked Paint Finish 


~ 
ing lower a pump over hold-down = 52 itl @ Porcelain Enamel Finish 
bolts. When the pump, which was . 


being lowered by means of an 
hydraulic jack, shifted, a portion 
of it pinned the worker’s head 
against a concrete post. The pump 
weighed approximately 17,500 
pounds. Klisiewicz suffered only 
slight abrasions and a_ strained 
back, as the hard hat protected 

him from further injury. 
24 hours a day... . 3 shifts .. . READY MADE Accident Prevention Signs 

Dependability : ; 

and Quality are on the job; right where they're needed most — alongside your 
are words that worker at the production line . . . in the chemical lab . . . on the scaffold 
have become ... READY MADE Signs are the silent guardians that thwart accidents... 


Readers’ service cards are on pages synonymous with that eliminate injuries and costly work stoppages. 
13 and 44 of this magazine READY MADE 
in over 50 years Remember — an alert, informed workman e WRITE FOR 


of service to means a constant high rate of production. pone 
INDUSTRY. I] SPECIAL SIGNS MADE TO ORDER of stock wordings. 


Gerald McDonnell, Wisconsin READY MADE RY (07, | Co., Inc. 


Steel Works, Chicago, Ill, was 
pinned against a brick wall when 15-117 WORTH STREET ¢ NEW YORK 13, N.Y 
a 2,200-pound valve fell from a 
chain hoist hook. The safety hard 


a 
hat he was wearing prevented his Yt Hore &— ts Yow 
head from being crushed. 


John Anderson, Indiana and hip Vhon- Conf, stible saauivRNe 


Michigan Electric Co., Marion, 
Ind., hooked a set of rope blocks REPLACES—C ARBON-TETRACHLORIDE 
on a hand line and stood on the Flash Point None 
ground near the pole. A lineman Toxicity (Cal. M.A.C.) 500 ppm. plus FREE 

on the pole had raised the blocks Corrosion tests (on metals) Negative | TECHNICAL BULLETIN 


about 20 feet when they broke Evaporation rate comparison | 


loose and fell. They struck An- LEIAM 
derson on the head, but his hard Nocon PRODUCTS CORP, seen 5, Sao Sl 


hat prevented any injury. 
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JUNKIN 
ELECTRO-LOCK SHIELD 


The Shield Which 
Commands Operator Safety 


The position of the Junkin 
Electro-Lock Shield is controlled 
by mercury switches. Interlock- 
ing power and light circuits will 
not permit the machine to 
operate unless the shatter-proof 
shield is in a completely pro- 
tective position. Affords per- 
fect visibility, and protects the 
operator from flying particles. 
Write for free bulletin No. 103. 


HERE’S HOW 

THE ELECTRO-LOCK 
SHIELD OPERATES 
—permits clear view 
of work, still providing 
maximum protection 


5 
JUNKIN| 


JUNKIN =" 
SAFETY APPLIANCE CO. 


101 $. FLOYD ST. 
LOUISVILLE 2, KENTUCKY 


Circle No. 58 on reader service card 





Two units of Pittsburgh Plate 
Glass Co., Pittsburgh, Pa.. have 
been granted National Safety 
Council Awards of Merit. The two 
units. both at Ford City. Pa.. are 
plate glass manufacturing opera- 
tions. 


Yale & Towne Mfg. Co. has 
been granted an Award of Merit 
by the National Safety Council 
for holding its accident frequency 
rate at its Philadelphia, Pa.. plant 
to only 52°%¢ of the 1954 industry 
average. The severity rate was 
70% under average. 


Fruehauf Trailer Co. plants in 
Memphis, Tenn.; Avon Lake, 
Ohio; and Fort Wayne, Ind., took 
top honors in the first annual plant 
safety contest sponsored by the 
Truck Trailer Manufacturers As- 
seciation. Fred Carr is the Frue- 
hauf national safety director. 


Two safety awards for 1.450.- 
000 injury-free man-hours were 
won recently by Lewis Machinery 
Div., Blaw-Knox Co., Pittsburgh. 
Pa. Awards were made by 
the Pennsylvania Manufacturers’ 
Assoc. and the National Safety 
Council. 


Synthane Corp., Oaks, Pa., with 
800 employees, has achieved a 
record of more than 1.640.000 
man-hours without a disabling in- 
jury. 


Four paint manufacturing units 
of Pittsburgh Plate Glass Co. re- 


ceived recognition recently for 
safety records run up _ during 
1954: plants at Milwaukee, Wis.. 
Springfield. Pa.. and Portland, 
Ore.: and Ditzler Color Div.. De- 
troit. Mich. Ditzler had 2.282.932 


accident-free man-hours. 


Container Corp. of America, 
Los Angeles. Calif.. and Suther- 
land Paper Co., Kalamazoo, Mich. 
took awards from the Folding 
Paper Box Assoc. of America for 


Continued on page 62 
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WHICH WOULD 
YOU PREFER ? 


Elast Aid Form Cuts 


PLASTIC BANDAIDS ALSO 
AVAILABLE 


Form-Cut 


>< Fingertip 
P Net Dressing 


Write direct to 


ROCHESTER SAFETY EQUIPMENT CO. 


$3 Howell Street Rochester 7 














A REVOLUTIONARY 
NEW STRETCHER! 


ee Te The most significant 
“7 advance in Stretchers 
since the introduction 
of the folding type, 
collapsible Stretcher 


The Robinson Orth- 
opedic Stretcher per- 
mits attendants to carry 
the injured to the first 
aid station without 
moving the injured 
person and causing 
further and oft times, 


permanent injury 


This Stretcher is ad- 

justable to 7 feet, 3 

inches and can support 

patients weighing up to 

300 pounds. By loosen- 

ing the base pivot and 

spreading, the attend- 

ant adjusts the Robin- 

son Orthopedic Stretch- 

er to the desired length and by bringing the 
sides together, the patient is ‘scooped up" 
without additional movement. For full par- 


ticulars, write 


A. E. HALPERIN CO., INC. 
BOSTON 18, MASS. 
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7, New York 





DRAMATIC “UPSIDE-DOWN HAND TEST” 
PROVES SBS-60 IS ALMOST 


IMPOSSIBLE 
TO WASTE! 


a] 
| | oe 
jaa 


Dispensed from “throw-away” container — no 
costly maintenance. One “C-60" dispenser re- 
places from 3 to 6 conventional soap dispensers 


CREAM DEODORANT SOAP 
Saves up to 50% on soap costs 


The above photograph PROVES that no other soap can of skin cleanser heralded as the first major soap devel- 
match the REAL ECONOMY of SBS-60 Cream De- opment in a quarter of a century. 


odorant Soap. No matter how efficient your present skin cleansers... 
— ; : . , : SBS-60 Cream Deodorant Soap can bring you savings 
SBS-60 is a white, opaque, thick-bodied cream that is up to 500%. There are the facts. Get complete, detailed 
economically dispensed . . . and for all practical pur- “question and answer” literature and learn the whole 
poses, is impossible to waste! It is an entirely new type exciting story. Mail the coupon now. 


j SUGAR BEET PRODUCTS CO. 
j 302 Waller St., Saginaw 61, Mich. 


tw" 1 GENTLEMEN: 
Send detailed ’ 


\ SBS-60 Cream Deodorant Soap. 
\ ( LA NAME 


Sugar Beet Products Co. ge 


Chemical By-Products Division 
302 Waller St., Saginaw, Mich. 
SBS research developed SBS-60 after years of 
study. This new type of soap is proclaimed the Canadian Subsidiary 
successor to liquid and bar soaps. Chemical By-Products, Ltd. | CITY — ZONE 
8 Ripley Ave., Toronto 3, Canada j__ 


COMPANY 


| ADDRESS 


Circle No. 61 on reader service card for more information 
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Clark Equipment Company's 
Continued from page 60 industrial truck division, Battle 
Creek. Mich., has received an 





award for the lowest injury fre- 
quency rate among firms manufac- 


operating more thé 000.000 . : 
5 : han | turing heavy machinery. More 


man-hours each with é is- ; . 
bli sper out a d than 1.200 companies were repre- 
abling injury. ave 

5 yu sented in the competition, 


For voluntary cooperation in 

training employees to meet emer- Glendale Optical Co., Inc., 

genies, EL. Givens, president Copiague. N. Y.. has announced 

44 ° e ° ' Ss 9 P ; . 

Bivens Corp., has been given th appointment of Van Dreser & 

Los Angeles, Calif.. Fire Depart- Hawkins as representative and 

ments Plant Protection Award. warehouse — in Texas, Ar- 
kansas. Louisiana. Oklahoma. Mis- 


Republic Steel Co. plants and Mexico. In addition "Corky" 


mines won more than two dozen : 
. : oce Anderson has been assigned to 
safety awards during 1955. Com- 





pany President Charles M. White. pra he 


- a 3 sin. North and South Dakota. and 
in a ceremony honoring the four 
é \linnesota. 
safest workmen among corpora- 
tion employees, said that Repub- 
RESPIRATOR lic’s people are eight times safe: Engineers of Clifford B. Hannay 
at their jobs now than they were & Son, Inc., Westerlo, N. Y.. will 


25 vears ago. offer fast assistance to customers 





in all parts of the country through 


Alan Wood Steel Co., Con- use of a new seven-passenger air- 


iesiam Te tian Ineehad du craft. Hannay produces hose reels 


second phase of its expansion pro- for all segments of industry. 
gram involving an increase of 

19°~ in steel-making capacity and M. L. Snyder & Son, Inc., 
expenditure of approximately $14.- Philadelphia. Pa.. through — its 
000.000 over the next two years. Canadian subsidiary. M. L. Sny- 





der & Son. Ltd.. has purchased the 
Industrial Sanitation Manage- Woodbri ize Rubber Works ol 
ment Association, formed in 1951. Woodbridge, Ont. The new facili- 
has launched a nation-wide driv: ties will allow Snyder to increase 
to attract new members now en production of protective clothing 
gaged in sanitation management. ind equipment, 
Really tops in dust protection. Local chapters are being formed 
Lightweight (less than 3 oz.)— in many cities. Membership in Weekly safety meetings and 
engineered for perfect balance. cludes sanitarians. executive plant modernization have com- 
Filter-holder width reduced 50%, housekeepers. building managers. bined to help Eston Chemical Div.., 
eliminating “blind spots.’’ ‘’Static- industrial hygienists. and safety American Potash & Chemical 
Web” throw-away filter induces a engineers. ( Orp.. Los Angeles. Calif... to work 
charge on dust particles—increas- 
ing normal filtering action. Alumi- 
num face-piece, rubber cushioned, 


mip eetacakd 96 Uh-ang tne. SKID-PROOF SAFETY ENAMEL 


Every part replaceable. 


WRITE FOR BULLETIN AND PRICES ONnVOY will Ss TO P those slipping 
ACCIDENTS 


-E.MC YOU CAN SPRAY IT—ROLL IT — OR BRUSH-IT-ON 
B-F-M"Donald 30 DAY MONEY BACK GUARANTEE | 
Menetaclennes S Coane ae ¢ COLORS: Tile Red, Lt. Gray, Dk. Gray, Yel- sae 


Industrial Saez Clothing & Equipment low. Geeen. theck. White SAFETY | 
' ' ' ad 


\ ENAMEL s 





¢ Contact your safety equipment supplier or 
write us for bulletin and color chart. 


5721 West 96th St., Los Angeles 45 
Other Offices in San Francisco and Houston 





CONVOY DIVISION—KELLEY-MAHORNEY CO.jaas 5. isth st.. LOUISVILLE 10. KY 


Circle No. 62 on reader service card Circle No. 36 on reader service card for more information 
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Circle No. 65 on reader service card 


®@ Eliminate 
accidents at blind 
corners inside and 
Outside your plant 
—also at loading 
platforms. 


traffic 


®@ Traffic Safety Mir- 
rors are available in 
convex or flat glass. 


® Mirrors are easily 
installed and adjust- 
able. 


WRITE FOR FOLDER and PRICES 


ROUND CONVEX | FLAT RECTANGLE 
MIRROR SIZES | MIRROR SIZES 
13” © 18” 6” x 14" 
26" 14" x 18” 





Vollmer Nina ail 
It’s a Life Saver 


It Locks Automatically—Instantly—Holds 


SAFETY DEVICE FOR LADDERS 
Prevents death and injuries from falling. 


Inexpensive. Easy to install. Clamps to any 
rung ladders, peg ladders, pole or frame. 
No welding or cutting 
Automatic: Positive. Will catch workman 
if he starts to fall even if unconscious. 
Simple to operate: No upkeep. Requires no 
attention from climber 
Notched rail hot dipped galvanized. Entire 
equipment rust and corrosion proof. 
In use throughout country and abroad 
for approx. 6 years. 

Patented. Manufactured only by 


SAFETY TOWER LADDER CO. 
1024 Burbank Blvd. P. ©. Box 1052 
BURBANK: CALIFORNIA 
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100.000 


man-hours in two years 


without a disabling injury. 


The Manufacturing Chemists’ 


Assoc. for the second time has 


been named the trade association 
that most actively promotes safety 


in small businesses. 


For the fourth time in five years. 
Davidson Chemical Co. Div., W. 
R. Grace & Co., has 
Award of 


program. Davidson scored a 58 


earned an 
Honor for its safety 


reduction in accident 


Trequen \ 


and a 32‘. reduction in severity 


under industry average figures. 
Thirty of the 42 manufacturing 

plants of Procter & Gamble Co., 

Cincinnati. Ohio. had no disabling 

injuries first 

1955. The con 


erand slam” 


during the 
months of 
in world 
L954: Buck 
subsidiary 
of th 


ichieved a ~ 
safety records during 
eye Cotton Oil Co.. a 
cut its frequency to 1/1] 
pulp — industry average: soap 
plants had a frequency record | 
that of the fats and 
mills ran up a frequency 

of about 1/8 that of the 
shell-loading 


quency to 1/13 


industry : 


industry 
operations cut fre 
that of the 
dustry. 


Frank J. Peradotte, safety e1 
neer. Standard 
Co.. Detroit. 
first 
ontest conducted by the Enginee1 
ing Institute on Industrial Safety. 
University of Peradotte. 


who lives in Chicago. developed 


Accident Insurance 
Mich.. has been 
prize in a 


awarded safety 


Illinois. 
1 flashlight-magnifying glass for 


use In Inspec ting elevator cables. 


Protective Equipment Co., Chi 
cago distributor of industrial 
safety equipment. has named G 
J. Tressler its manager and 
R. D. Mulhall Wis 
consin. Tressler has been with the 


Mulhall comes 


Casualty 


sales 
salesman in 
company 17 years: 


irom Continental Insun 


ance Co. 


Stanley Johns has 
moted to district sales manager 
of the St. Louis. Mo.. ofhce of 
J. B. Ford Div., Wyandotte Chemi 
Wyandotte. Mich. 
Johns will supervise sales in Mis- 
(Arkansas, Western Tennes- 
Illinois. 


heen pro- 


cals Corp.. 
sourl. 


see, and Southern 


serv- 


1956 








| 


| 
| 
| 
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PORTABLE 


ERVoI) 


Vacuum Insulated 


HOT FOOD, SOUP and 
COFFEE CARRIERS 


BEGIN WHERE COOKING 
KETTLES AND COFFEE 


Bae URNS LEAVE OFF $9 


have hot foods, hot soup, hot 
be serviced a distance from your 
THAT'S PORTABLE 
VA M INSULATED HOT FOOD 
AND LIQUID CARRIERS COME IN 


WHERE 


begin where cooking kettles and 
eave off 
the 


expediting service, saving 
abor. 


ost but a fraction of the cost of 
tables king ettles Made 





nt on the market sizes and 


ypes to feed thousands or just a few 


enced mass feeding con 


ultants to help 





a 


te for new catalog circular OC-6. Com- 


ee how much less portable AerVoiDs 
. how much you can save. 


VACUUM CAN COMPANY 


19 SOUTH HOYNE AVENUE 


CHICAGO 12, ILLINOIS 


a 
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THE MAN WHO FEELS SAFE — 
WORKS BETTER icing industries using commercial 


, cleaners, germicides, and floor ab- 
E sorbents. 


HI-REACH 
TELESCOPER 


in 
ENGINEERED FOR STRENGTH : » amazind 
r 4 
STABILITY AND SAFETY a0 aie te a 
this new wonder fab- 
ric yourself — write 
for complete details 
a and sample swatch 
Stanley Johns J. W. Rielley 
today. 
Appointment of John W. Riel- rt er “1 tor cole Woe 


ley as Chicago divisional manager nen du E bone fester 
< been announced by Kutol ‘eaturing 
roducts, Inc., Cincinnati, Ohio. Resistance. to molten 
nanufacturers of powdered indus- Seek Pie open Psone 40 
trial hand cleansers. The com- Light in weight — cool 
pany also appointed Milton Flu- atta 
hart as sales representative fo pen rg Me 
Central and Western New York ture @ complete 


: outstanding safety apparel 
and for the Erie. Pa., area. and gloves to meet the de 
mands of industry 


*A Product of Jaxind, Inc 


Planning to step up its produc- Ay.) (ee) INC. 


tion of fire extinguishers by 500% 
7 Fir | — : y i ? SAFETY CLOTHING and EQUIPMENT 
p-Fire, Inc., is constructing a STURTEVANT, WISCONSIN 


oe 
% 


ee. 


— ¢ ia ea 
ot ee OE PL He 


4We 


new plant and home offices at 








For Prompt, Continued 
Relief Of Pain 
... Rapid Healing... 


WOE 6. 
ANTISEPTIC @© ANALGESIC 


SFOILLES 


LIQUID OR OINTMENT 








Vid 

WY 

a Fi 
} 





_, Se | 


. . . . Common nc | : n fied 35 
First in First Aid for treat- cossctecator Dita 


times. Photomicrograph by 


ment of © Burns © Sunburn University of Minnesota 
¢ Cuts © Abrasions © Skin but TORIT traps it 
irritations ¢ Insect Bites 
Dust is hard on the eyes—and also 
FOILLE Antiseptic-Analge- hard to see. For instance, dust does 
sic is a dependable, conven- not necessarily fly off grinding wheels 
. : ° in the same direction as the sparks— 
ient, surgical-type dressing , sgie spe 

hich h id d instead, it rises right into the face. 
a os won Wiese GSS On But Torit dust collectors give you 
: iit oa acceptance by Doctors, Hos- control over dust at its point of or- 
Safety is our first consideration in build- ° ‘ baal Unitized f ability - 
ing Hi-Reach Telescopers. pitals and Industrial Plant igin. Unitized for portability—you 


During the past quarter of a century Clinics over a period of twenty are not limited by a central built- 
4 a > > J . - P 
of making Hi-Reach Platform Tele into-the-building dust control sys- 
scopers, our engineers have constantly years, : ad 
improved the mechanical construction tem. Many models and sizes. See 
wth riihies a: sage — *You are invited to request litera- Sweet’s Machine Tool File or write 
time-saving lifting action, and satety ture and | 
samples. 
Standard Models available from 10'-9 P 
to 35 ft. high, and custom-built units as 


high as 100 ft. if you like. CARBISULPHOIL COMPANY TORIT MANUFACTURING CO. 


ECONOMY ENGINEERING CO. EsT. 190! 2935 Swiss Avenue © Dallas, Texas DEPT. 808 311 Walnut Street, St. Paul 2, Minn 
4534 W. Lake St., Chicago 24, Ill ee 


today to... 
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FINE ORGANICS’ 


F.0.128 


““Safe-Tee” Solvent 


SAFETY ENGINEERS, 

PLANT MAINTENANCE SUPERVISORS 
and INDUSTRIAL HYGIENISTS with 
leading industrial organizations easily 
prove F.0. 128 superiority! 


1. SAFETY ENGINEERS impressed by High 
Flash Paint of F.O. 128. This important 
feature of FINE ORGANICS’ improved 
Safe Tee So vent reaquces Fire Hazar 1 
increases efficiency and raises personnel 
morale. Wherever Fire Hazards prevail 
the importance of using F.O. 128 is 
imperative! 


PLANT ENGINEERS and MAINTENANCE 
SUPERVISORS appreciate the versatility 
of F.O. 128. ‘'On-the-job” results prove 
F.O. 128 fills the bill for a faster, non 
corrosive cleaning-degreasing solvent 
Safe-Tee Solvent is ideal for heavy 
work but will not damage finely ma 
chined sur es, or attack insulation 
Maintenance Supervisors use F.O. 128 
for effective cleaning and degreasing of 
Electric Motors 
densers, Starters 


Power Generators, Con 
Contact Points, Pro 
duction Equipment and ALL areas in 
plants where greasy, oily dirt must be 
removed. F.O. 128 may be used in proc 
ess cleaning for pre-paint or pre-plate 
operations. No significant residue on 
drying 

INDUSTRIAL HYGIENISTS widely rec- 
ommended F.O. 128. Exh tive “in 
establish F.O. 128 as the 
efficient replacement for Carbon Tetra 
chloride. The LOW toxicity of F.O. 128 


is an invaluable aid in avoiding harm 


plant tests 


ful effects on plant personnel 
tion of F.O. 128 in your cleaning opera 


tions reduces and eliminates health haz 


Substitu 


ards normally associated with ordinary 
solvents 


Let F.O. 128 go to work for you. Watch this 
improved FINE ORGANICS’ cleaning and 
degreasing 

and grease 


ylvent knock t oily dirt 
FASTER MORE EFFICIENTLY 
FER! 


Write Dept. N_ for additional 


information regarding F.O 
128 and other FINE ORGAN 
ICS’ Safe-Tee Solvents and 


the name of your nearest 


FINE ORGANICS’ representa 
tive. Ask for F.O. Technical 
Bulletin ‘‘How to Clean Elec 


tric Motors 


FINE ORGANICS, INC. 
211 East 19th St., New York 3, N. Y. 
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South Brunswick, N. J. 


is the first unit of a proposed fire 


rhe plant 


fighting center that will cover LOO 


rec 
res. 


Ansul Chemical Co., Marinette 
Wis., is planning a $100,000 addi 
tion to its present plant, to boost 


fire-fighting equipment produ 





tion area by 12.000 square feet. 


Iter five successful years in 
North California, W. H. Callen 
has been issioned to the south 
east section of the Southern Cal 
territory for (Guardia 
| quipment Co., Los Ai 


1] a " 
ilien is a member of the 


Clement Safety Equipment, Inc. 
is now open for business at Men 
phis, Tenn. The new firm, whicl 
srew out of the former safety divi 
sion of J. E. Dilworth Co., Mem- 
phis mill supply house, is handling 
1.200 different 
equipment in a 
Charles B. Clement is the presi 
dent. 


items of safety 


five-state area 








PAIN... 


& 


SPRAY IT: 


e besta 
for th 


n't + 


QUICK, THOROUGH, PAI 


tor 1g Tre 


+ 


NLESS, ASEPTIC... 


rhe 


oy, eciabisle in 
Mi Oo jute 


Medical Supply Company 
ROCKFORD, ILL. - IN CANADA, IT'S SAFETY SUPPLY CO. 
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tone YOU. 


reduce 
absenteeism! 


AND REDUCE: 

* INSURANCE RATES 

* ACCIDENT FREQUENCY 
* ACCIDENT COSTS 


WHILI INCREASING YOUR 
PROFITS ESTABLISH A 
SAFETY AWARD PROGRAM 
Publicly recognize the “No A 


lent” record of vour employe S 


The Safe Worker is proud ot his 
reco Let him know that you are 
oud of him too 


employees to 


Encourage your 
establish and maintain a perfect 
record. The Safety Award 


whether an emblem or a specially 


satety 


imprinted gift means more to the 
recipient than the intrinsic value 
represented in the item. It is the 
ever present reminder of the kind 
words and warm handshake that 


go with the award. Fill out and 
mail the coupon today. Our litera 
ture and services are offered with 
out charge or obligation. 


METAL ARTS COMPANY 
742 Portland Avenue ® Dept. No. 9 
ROCHESTER 21,NEW YORK 


METAL ARTS COMPANY ® Dept. No. 9 
742 Portland Avenue @ Rochester 2!,N. Y 


Please check the following 
am interested in the free Brochure 
ke your representative to call 


ore information about 


Circle No. 63 on reader service card 
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)_ BURGESS-MANNING 
SNUBBERS 


Stop that noise and profit through 
better neighbor and employee rela- 
tions. Avoid compensation claims 

Burgess-Manning Snubbers are engi- 
neered to effectively correct your spe- 


@ With the tamper-proof CHICAGO portable 
watchman’s clock you get a definite, permanent record 
of your watchman’s activities. That’s why the 

simple, economical CHICAGO WATCHCLOCK 
System is approved by THE UNDERWRITERS’ 
LABORATORIES and by THE 

FACTORY MUTUALS , 

LABORATORIES for 


Increased Protection 
Against 
FIRE 

THEFT 

SABOTAGE 

Users of the CHICAGO 


System earn Reduced 
Insurance Rates 


> 
The CHICAGO WATCHCLOCK 
System quickly pays for itself! 


“The first—and still the first!” 


CHICAGO WATCHCLOCK 


© DIV. GREAT LAKES INDUSTRIES, INC. 
1532 South Wabash Avenue, Chicago 5, Illinois 
Offices In Principal Cities 


Write today for FREE 
FOLDER of illustrated details 

tells why the CHICAGO WATCHCLOCK is in a 

class by itself... how the CHICAGO System 

can be installed in a few hours by any work- 

man with no tools other than a screwdriver. 


hi — es 


Circle No. 75 on reader service card for more information 


cific noise problem 


Tell us your noise problem and 


gation 


{ r ry 
let us recommend—no obli- ene WHAM 


BURGESS-MANNING COMPANY 


Sound Engincorinny 


77| East 


Park Avenue, Libertyville, Illinois 
Dallas, Texas 











WELDING FUMES ore here removed 
by this Vano Ventilator-Exhauster. 














FUMES FROM A REACTOR KETTLE 
ore here withdrawn by tripod-mounted 
Vano Ventilator-Exhauster. Note non- 
collapsible suction tubing and discharge 
tubing. 


Ventilate 
CONFINED Places 
with 
Vano Design ‘‘C’’ 
Ventilator-Exhauster 


Ideal for withdrawing welding 
fumes from confined places or 
directly from the welding rod. Pro- 
vides greater safety, greater comfort 
for workers... leads to greater 
work efficiency. Can be furnished 
with 8” suction inlet to which 8” 
non-collapsible suction tubing may 
be attached... or provided with 
multiple inlet nozzles for 5’’, 4’’ and 
3’’ suction hose. 

Other types are also available for 
supplying fresh air to men working 
in confined places, such as tanks, 
manholes, drums, boilers and ship- 
holds. 

For full details on Coppus Vano 
Design “C’’ Ventilator-Exhauster 
write COPPUS ENGINEERING 
CORPORATION, }()- Park Avenue, 
Worcester 2, Mass. 
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IMPROVE PLANT SAFETY 
AND CLEANLINESS 


WITH 
SWEEPERS 


Keep your plant clean and safe with a handy tractor- 
mounted M-B Sweeper. These compact units are ideal 
for sweeping driveways, yards, parking areas, plant aisles, 
storage areas — and they serve double-duty in Winter 
sweeping snow from plant streets and sidewalks. Brush is 
quickly detached for drawbar work. 

All M-B sweepers have longer wearing fiber or steel 
brushes, 5’ or 6’ long. At 30° sweeping angle, they sweep 
4’ or 5’ wide path. Floating action broom compensates 
for uneven brush wear and follows surface contour; 
hydraulic control raises brush to clear obstructions; 
fully engineered with mounting for most popular tractor 
makes. Ask your tractor dealer about an M-B Sweeper 
or write M-B Corp. for details. 


PACKER BODIES ¢ LINE MARKERS SWEEPERS © PAINTS AND BEADS 


CORPORATION 
NEW HOLSTEIN, WIS 


MANUFACTURERS OF QUALITY 
MUNICIPAL AND CONSTRUCTION EQUIPMENT SINCE 1907 





Pump- 
Wont slop 


INDUSTRIAL LIOUIO5 


Get rid of antiquated methods 
such as pouring, drawing, siphon- 
ing, spigoting. Install Tokheims! 
These high-vacuum pumps are in- 
valuable in maintenance and pro- 
duction work; they help build a 
barrier against fires and accidents, 
halt waste, speed production, and 
improve housekeeping. 

Tokheims deliver up to 20 gal- 
lons per 100 strokes. No piston 
to leak, stick, or freeze. Available 
with hose or spout outlets. 


liver 
both back and 


forward strokes 





Call your dealer, your 
Tokheim representative, 
or write for literature. 


Alternate mater 
als are available 
for special liquids 


General Pr cts Div 


TOKHEIM CORPORATION 
Designers and Builders of Superior Equipment Since 1901 
1682 Wabash Avenue Fort Wayne 1, Indiana 
Factory Branch: 1309 Howard St., San Francisco 3, Calif, 
In Canada: Tokheim-Reeder, 205 Yonge St., Toronto 


OKHEIM 


HIGH VACUUM 


HAND PUMPS 
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COMPENSATI IN 


New York Compensation 
Covers Civil Defense Workers 


THe New YorRK Workman’s Compensation Board has 
announced that civil defense volunteers, injured while 
rendering natural disaster assistance, are now eligible 
for benefits 
entitled 

tained while undergoing training or practice for pos- 
sible emergency attack. By amendment to the New 
York law, the benefits are afforded to the volunteers 
who are injured in the protection and preservation of 
human life o1 property threatened by flood. drought, 
fire. earthquake 


Previously. civil defense volunteers were 
benefits only with respect to injuries sus- 


storm. or other catastrophe. 
5 


Massachusetts Debates 
Premium Rate Increase 


\ PROPOSED boost in the compensation premium rate 

Massachusetts has been bitterly contested by many 
employers in that state. The insurance carriers are 
asking for a 2.8% increase in the rates in manufactur- 
ing classifications. 

Che employers have stated that the insurance car- 
riers are seeking a guaranteed profit, but the insurance 
companies’ reply was that the recent boost in maxi- 
mum weekly benefits to injured workers from $30 to 
$35 has brought about the necessity of the increase. 





CAN YOU USE 
THIS IDEA? 


AVERAGE Sare DRIVER 


Off-the-job safety is promoted at the Cadillac Tank Plant, 
Cleveland, Ohio, with cut-outs like these. The signs are 
spaced with the actual footage involved in a busy aisle in 
front of the plant cafeteria. 














LONG LIFE—Dockson Goggles are BUILT FOR BETTER 


SERVICE. They will last and last. 
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TE FOR YOUR 
TRIBUTOR'S NAME 


WRI 


Ul lov (eller Protection 


a complete line of Dockson Products to give you fast service 
and personal attention. We back our distributors 100%. 


YOUR DOCKSON DISTRIBUTOR —a selected specialist, stocks 
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SAFETY TOPICS 


Highway Mania. Movie: 16 mm. 
b&w. 18 min., sound. Producer: 
RKO Pathe. Order from: Text- 
I ilm Dept., McGraw-Hill Book Co.. 
330 W. 42nd St.. New York 36. 
N. Y. (lease), or your own film 
library service (rental). Lease on 
10-vr. basis: $85.00. Rental varies 
\ film on traffi 
how to prevent them, suitable for 
off-the-job 


fleet driver training. 


accidents and 


safety programs and 


Production Enemy No. I. 
Filmstrip: 35 mm, b&w. Producer: 
Zurich Life Insurance Co. Order 
from: Zurich, 135 S. LaSalle St.. 
Chicago, Il. Free loan. Covers the 
ommon cold and its effects on 
industrial production and worker 
efhciency. 


Manufactured Abrasives. 
Movie: 16 mm, b&w, 24 min.. 
sound. Producers: U. S. Bureau of 
Mines and Carborundum Co. Order 
from: Bureau of Mines Experi- 
ment Station, 4800 Forbes St.. 
Pittsburgh 13, Pa. Free 
borrower pays postage both ways: 


loan: 


shipping weight, 6 lbs. Shows how 


many abrasives are made, how 


they are graded, how grinding 
wheels are bound, what precau- 
tions should be taken in 
abrasives and in storing and ship- 
ping them. 


using 


How to Machine Aluminum. 
Movie: 16 mm, b&w, 32 min.. 
sound. Producers: U. S. Bureau of 
Mines and Aluminum Co. of 
America. Order from: Bureau of 
Mines Experiment Station, 4800 
Forbes St., Pittsburgh 13, Pa. Free 
loan; borrower pays postage both 
ways; shipping weight, 8 lbs. In- 
structions included on how to use 
hand tools safely, how to sharpen 
tools, what cutting compounds are 
best, and how to handle machine 
finishing and production. Shows 
best cutting speeds and methods 
of handling and working various 
aluminum alloys. 


FEBRUARY 1956 © OCCUPATIONAL HAZARDS 








OVER 70% 


of the largest manufacturers 


USE ONOX’ 


SKIN - TOUGHENER 
in shower rooms! 


y BUILDS RESISTANCE 


Main cause of Athlete’s Foot 1s 
Shoe-Softened Skin (U.S. P. H.S 
Bul. R-674) 


1 


skin and makes it resistant to fun 


Onox toughens soft 


gus attack 


y EASY TO MAINTAIN 


No splash 
Nothing to 


testing of solution needed 


y ECONOMICAL 


One mat serves 50 bathers per shift 


no mess no waste 


get Out Of order No 


One gallon Onox serves 50 daily 
bathers one month. Average cost 


1¢ per man per week 
P I 


TRIAL OFFER 


Order what you need. Use it for 
60 days. Pay nothing unless fully 
satisfied. 


ONOX, INC. 


>) A Ge) = 
SAN FRANCISCO 5, CALIFORNIA 
Warehouses: BROOKLYN, CLEVELAND, 
NEW ORLEANS, HAWTHORNE, CALIF. 
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LOWERY Sting 


LEAD THE FIELD IN SAFETY 
AND PERFORMANCE 


This is an actual untouched photograph of Lowery 
Brothers Tapered swage fitting that is used on 
Lowery Brothers slings to allow free passage 


under and around a load to be hoisted. 


It is practically impossible to hook or snag 
swage fitting on anything. This is due to 


exclusive taper on both ends of the swage fittir 


By using Lowery Brothers swaged slings you art 
eliminating the hazards of hand punctures and 
scratches due to the fact that the hazards are 
covered with our swage fitting. This allows you 
workmen to handle the sling freely without wor- 


rying about their hands being injured 
Why you should use a wire core sling for economy WIRE ROPE AND LOWERY 
and for strength: : SWAGE FORM SOLID 
Wire rope slings made from 6 x 19 or 6 x 37 wire : STEEL MASS OF MAXIMUM 

st as sae ere 6 STRENGTH 
core will give approximately 7% additional 

: . , ’ ' , F Examine the cut below, show- 
strength to the sling. As you know, hemp core is ? ing a Lowery Brothers swage 
actually a filler and lubricator, but so is the wire (? , loop or eye that has been cut 
; , into. You will note the solid 
core... and wire core will hold its . mass of steel. The wire core 
F . si - =~" if also is in the swage, assuring 
shape and will not crush nor break. ¢ the finest oltre sous eae 
The bearing point is where slings - , y at any price. So get the 
pes 4 / et Lowery Brothers 
usually flatten. The hemp core gives 
way and protrudes from between the 
strands. Then the strands separate 
and loosen and only three strands 
will take all the wear, thus shorten- 


ing the service of your slings 


Your inquiries are welcome. All orders shipped within twenty 
four hours from our plant nearest to you. 


ANTHONY AVE., CHICAGO 17, ILL. 


CHICAGO e@ NEW ORLEANS e PORTLAND 
UY 
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How to remove 


FLOOR STAINS 


get this helpful 

booklet for your 

maintenance 
men! 


Here’s a booklet your maintenance 
men will find invaluable day after day 

. saving time ... saving trouble ... 
saving expensive floors. It tells how to 
remove stains from all types of floors. 
The methods are easy to understand, 
directions are simple to follow. It tells 
what to do, what to avoid. Cleaning 
materials are described and complete 


directions for their use given. 


This complete and useful handbook 
has been needed for years. Now it is 
yours free on request. There is no ob- 
ligation. Mail coupon below or write 


us on your letterhead today. 


2 
HUNTINGTON LABORATORIES 
sedans LABORATORIES, INC 


Huntington, Indiana 


() Please send my copy of the handbook, 
“How to Remove Stains from Floors.” 


CD I'd like to see your representative soon 


NAME __ Title 





ADDRESS 


CITY 
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FUTURE 


SAFETY 


MEETINGS 


Nurses in Industry. Adelphi Col 
lege. Garden City. N. Y.. Feb. 7 
14, 21. 28. 8:00 p.m. Sponsor: 
Long Island Industrial Nurses 
Assoc. Fee: $15.00. Educational 
program for registered nurses in 
industry, whether or not members 
of the association. Information: 
Mrs. Monica Kissling. 357 Jack- 
son St. Apt. 6B, Hempstead 
eae 


Central Indiana Safety Confer- 
ence & Exhibit. Claypool Hotel. 


Indianapolis. Ind... March 28-29. 
Complete program: product ex 
hibit. Information: Indianapolis 
Safety Council, 320 N. Meridian 


St., Indianapolis. 








PROVIDE A SAFE, 
NON-SLIP FOOTING 


on loading docks or inclines, in ship- 
ping department or locker room, at 
entrances, around machinery, vats and 
drinking fountains, or wherever there 
are wet or greasy floors... 


USE SAFETY FLOOR MATTING 


free catalog 
and prices 


AMERICAN MAT CORPORATION 


‘America's Largest Matting Specialists"’ 
1751 Adams Street Toledo 2, Ohio 
IN CANADA: AMERICAN MAT CORP. 
LTD., WINDSOR, ONTARIO 
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For 58 years the most 
dependable source for: 


Cots and Stretchers 


Ambulance cots 
for all styles 
of vehicles 


Stretchers 


for every need 


Insist on the Best. 
Buy Bomgardner 


Equipment 


The Bomgardner 
Manufacturing Co. 


P.O. Box 567 
Edgewater Br. 


Cleveland 7, Ohio 
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te BOOK SHELF 


The Diseases of Occupations. 
By Donald Hunter. M. D. Little. 
Brown & Co., Boston, Mass. 1.062 
pages, $20.00. Dr. Hunter, on the 
staff of London Hospital, has done 
a monumental job: a thorough. 
authoritative study of occupation- 
al diseases. the things that cause 
them, and the steps to be taken to 
prevent. them. Earlier chapters 
cover the broad aspects of occupa- 
tional health. including the history 
of the industrial revolution and the 
status of occupational health leg- 
islation in England and abroad. 
It is a littke unfortunate that the 
book is English in slant: but the 
medical conclusions are as valid 
in Albuquerque or Chicago as they 
are in London. and the diseases 
mentioned are problems in Ameri- 
can plants as much as in British. 
The material is excellently illus- 
trated. Considerable attention is 
siven industrial accidents and their 
prevention. The book will be val- 
uable as reference for the safety 
director as well as for the indus- 
trial physician and plant nurse. 


The Drivers’ Digest. The Drivers’ 
Digest. Englewood, N. J. Monthly 
magazine, 46 pages, por ket size. 
Price varies with number of copies 
ordered: sold by subscription ot 
on a per-issue basis to companies 
for distribution to company driv- 
ers. Much of the material is edited 
o teach greater driving safety, 
parti ularly for operators of fleet 
vehicles. A special edition for bus 
companies is available. 


Standards for the Installation, 
Maintenance, and Use of First Aid 
Fire Appliances. National Fire 
Protection Association, 60 Battery- 
march St., Boston 10, Mass. 70 
pages, 50c. These standards are 
new they were adopted by the 
NFPA at its 1955 annual meeting. 
and replace all earlier standards 
m the same subjects. The title 
pretty well describes the contents. 





Play it Safe-give 
OXYGEN IMMEDIATELY to: 


¢ Victims of smoke and fume inhalation 
e Shock cases « Heart attack victims 
with the easy to use 


Scot? DEMAND INHALATOR 


This smoke inhalation 
victim may owe his life 
to the prompt action 
of the First Aid rescue 
team and the fact that 
their equipment in- 
cluded a Scott Demand 
Inhalator for fast, 
easy administration of 
oxygen. 


This office worker, 
victim of a heart 
attack, breathes easier 
through the mask of a 
Scott Demand Inhala- 
tor. Prompt adminis- 
tration of oxygen was 
possible because the 
First-Aid Equipment 
included this Scott 
unit. 


The Scott Demand Inhalator for administering oxygen makes it possible for 
anyone to perform these life-saving acts. Only two things to do: 1. Open the 
cylinder valve. 2. Hold the mask to, or attach it to, the patients face. Oxygen 
then flows to the patient at the rate and volume demanded by his breathing. 
When needed, a touch of a button gives added breath- 
ing assistance. Learn all the facts. Be ready to give 

ect 199, ‘ 


oxygen and save a life. Write for literature and prices. 


SAFETY EQUIPMENT DIVISION 


SCOTT AVIATION CORP. 
229 ERIE STREET LANCASTER, N. Y. 


Canada: Safety Supply Co., Toronto — Branches in principal cities 
Export: Southern Oxygen Co., 15 West 57th Street, New York 19, New York 


Circle No. 83 on reader service card for more information 


OCCUPATIONAL HAZARDS @ FEBRUARY 1956 








FEBRUARY 1956 @© OCCUPATIONAL HAZARDS 














“Do ! It’s like fighting DE R M. {7TITIS Ui ith an armored gle ve.” 


Ve. 


, “nt ir * , 
Except our protective 


Qui kly applied 


comfortable to wear 


easily washed away. 


For skin exposed to oils, dust, grease, g 


use WEST prorectTivE CREAM 72 


For skin ¢ xposed TO ac ids, alkalies, in 


use WEST prRorecTIVE CREAM 


For skin exposed to organic solvents, acet 


use WEST prorective CREAM #411. 


Ww" PROTECTIVE CREAMS protect against hundreds of industrial 


ue A; ' 
itants. Loo, they're antiseptic. Inhibit harmful bacteria with 
Hexachlorophene. And most important, tl protect for extended 


periods of time. 


I ET i specially trained WEST represent itive te l] you more about 


OLDEST AND LARGEST WEST prorectiveE CREAMS and the WEST Dermatitis Control 


COMPANY OF ITS KIND Program. Just write. Or call your local WEST office. 
THE WORLD 


FREE BOOKLET 
Use your business letterhead to request our 24 page booklet ay 
on controlling skin irritation 


—~. 
DISINFECTING 


WEST DISINFECTING COMPANY ey 


Dept. 3, 42-16 West St. Long Island City 1, N. Y. 





LanNnNiIiveEeRsSAaRyY J 





Branches in Principal Cities © In Canada: 5621-23 Casgrain Avenue, Montreal 
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Daylon OUSTRWAL Sar cI) EXHIBP 
safety ree 


THIS EXWIBIT 16 DEDICATED BY THE DOUNCIL OF SAFETY AND THE WISCONSIN MANUEACTURERS! 
ladders 10 THE THOUSANDS OF MEN AND WOMEN WHO DAILY ‘SAFETY IN WISCONSIN INDUSTRY . 


re SAFX tm Wissoncin ictories then fn 





APPROVED AND LABELED BY 56700 admtenis %: There were S8500Buto accidents 
UNDERWRITERS LABORATORIES bee wens = —t 


Daytons are built of selected, tested, kiln- 
dried Sitka Spruce, Douglas Fir, or West Coast 
Hemlock. Designed in accordance with the 
latest specifications of the American Stand- ey 
ards Association Safety Code [- | 


a 

DAYTON Type A is con — Cha sean 5 
structed of tested airplane 1g EE a 
spruce, reinforced with ty ty 

rigid steel supports for 
great strength, light- 
ness of weight. Hand- 
rails of steel guard 
large roomy platform 
for added safety. Can 
be set up instantly, 
easy to carry, fold com- 
actly for storing y VA ° . ° 
Seman ladies fea- / | | | Teaming sd with the Wis- 
ture insures safety je | 

while ladder is in use | 
Standard rubber safety / the Wisconsin Manufac- 
h n xtra cost / ' — 

occas 12° te turers Association set up 
to platform : 


consin Council of Safety, 





an industrial safety dis- 
play for the Wisconsin- 
at-Work Exposition at the 
1955 Wisconsin State Fair. 
The 2,100-square-foot ex- 
hibit was divided into 


sections as shown in these 


photographs. The plant 
hospital layout demon- 
strated pre-employment 
examinations. Another sec- 
tion presented several 
DAYTON Type H, an : ane Ss programs designed to 
extremely rugged type +: uf. i ae & : 

ladder, designed and ‘ & 4 " s : make employees aware of 
built to meet the | 
demand for c plat 
form ladder with tion showed protective 
mill wright (rung) ‘ F 
type back construc equipment. Machine 
tion. Tool shelf on top 
Ladder shoes standard 
equipment. Folds 
mnie at for . fourth section, while a 
easy storage ectures 
include pinch-proof fifth showed safety ad- 


tvpe sprecders— e 
Serceatne iamtebiaie : vantages of material vay toates SAFETY 


zinc harcware— ~ handling equipment. Re- , ig Mn To? 
slip proof treads 5 B : j 


Sizes 4’ to 16’ sults achieved by safety 
to platform 


safety methods. One sec- 


guards highlighted a 


programs in Wisconsin 
plants were graphically 
displayed. Total cost of 
the exhibit amounted to 
only $3,561. The exhibit 
drew such crowds that 


one-time skeptics now are 


ot K pang supporting plans for a re- 
beat : suum inl peat performance for the 
write Dept. F 1956 State Fair. The 1955 
display was handled 
largely by James C. Boi- 
ton, exposition director; 
Robert Gillette of the 
be Wisconsin Council of 
ladder co. giz pees Safety; and Clifford Mc- 

< Bride, Pabst Brewing 
2339 Gilbert Ave., Cincinnati, Ohio i Company's personnel and 
In Canada—SAFETY SUPPLY CO., TORONTO ! safety director. @ @ 
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sont SPEEDI-DRI SPOTLIGHT. secut 


REPOF O MANAGEMENT ON NDUSTRIAL SAFETY 














VOL. fi FEBRUARY 1956 No. 1 


ew, Improved Sol-Speedi-Dri Offers 
Top Protection Against Fall Hazard 


No. 1 Oil and Grease Absorbent Keeps Floors 
‘double S-d Is New Buy-word for Slipproof; Unmatched for Dustlessness 


Sol- Speeti- Dri: Bag Has New Design From the research laboratories of the Speedi-Dri ¢ orporation 


has come news of vital mportance to industrial safety men 
Ask for double S-d when you 


everywhere. Sol-Speedi-Dri—long the most widely used oil 
want the finest of oil and . 


shaucbents! That's the new buy and grease absorbent in indus- 
word for the new, improved areal prt nas ii aca wake 
Sol-Speedi-Dri. Now its not \\ | priate Mirra ralscia ae! 
only easier on your safety and i}, | tually a wees ie ro 
maintenance budgets—it’s even soaked. pei reebeaD phir 
easier to say! ciency. economy ing ately 
underfoot 
NEW INSIDE AND OUT 
Inside each bag of double l | MORE Sl 
is an absorbent with new stand- | You can’t bt 1 safer mineral 

a absorbent than the Ww, im- 

proved I l rl With 
harder granules than ever, it 
absorbs all types ef liquids and | ©ause discomfort for workers, 


ards ot efficiency and economy 
Outside, the modern bag design 
Shown at the right meets your 
eye. And between the bag 
sign and the product are two 
sturdy kraft paper walls, plus a 
90-lb. asphalt liner with sift 
proof seams. This rugged pro 
tection insures the day in day 
out uniformity of new Sol | under traffic ules are de-dusted during pro 
Speedi-Dri — guarantees safe seven om cmemnaron mem san are t0er duction—are completely inert 
moistureproof handling and de bee ABSORPTION, RETENTION 
livery from factory to ware Nia See atmaials me YY | Sol-Speedi-Dri soaks up oil and | LOWEST END-USE COST 
house to you grease with thorough efficiency. | Considering accident prevention, 
ORDER YOURS NOW car ee eee ee re And it retains what it absorbs. | as well as plant housekeeping 
i > { a4 F When a saturated blanket is | Sol-Speedi-Dri is your best buy 
Iry new, improved Sol-Speedi performs in Keeping your floors swept I t floor emerges | for economy. Lower than ever 
Dri. See how much more effi- | clean and ife under foot hone bs —- no oily| in volume weight, it provides 
“scum” lef ts thirsty granules | much greater floor coverage per 
hes act like a poultice—drawing oil | pound—requires less frequent 
/ HELP HIM INIEST F vE + FIRST )) and grease deposits from the | replacement 
WHERE ~~ TL ft EVER SEEN 1 pee Fearoerars very pores of the floor. Old,| The only way to judge any oil 
floors can be made | and grease absorbent is on a 
cost Vs performance basis 
NO DUST HAZARD Judge Sol-Speedi-Dri that way 
and you can’t logically use 
An absorbent that is dusty can | any other mineral absorbent 


THE BUY-WORD FOR FAMOUS 


as well as costly maintenance 


greases h ps fl rs dry and 
problems 


THIRSTY aesoRnENT 


clean—miuintains a skidproof, 
slipproof walking surface. It| The new Sol-Speedi-Dri is the 
deesn’t slake or become “clay- | most dustless mineral floor ab 





THe 


ev’ —doesn't cake r mat down} sorbent made Its harder gran 


SOL-SPEEDOs-LA/ 


OUT OUR WAY RY R A) AMS 





WARY 
pe oil-soaked 


SOL SPEEDI- om 
J dry. safe and usable 


SEND FOR YOUR FREE SAMPLE 


SPEEDI-DRI CORPORATION 


(A subsidiary of Minerals & Chemicals Corp. of America) 
82 Essex Turnpike, Menlo Park, New Jersey 


f] Send me a free sample of the new, 


* improved S peedi-Dri 


Company 


art WYN 


MI} 


Address 


City - —— PE 








DISTRIBUTED IN CANADA BY G. H WOOD & COMPANY. LTD., TORONTO 
PAP ee 4 leet tot te eee eee eee ee eee ef. 2 2 2 2 2 2 2 
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How Much Disability 
Should Be Called Total? 


THE QUESTION of what constitutes total disability was 
one which was recently before the highest court of 
Mississippi. How badly must one be disabled to be 
totally disabled? 

James A. Williams worked for a laundry in Laurel, 
Mississippi, as a dry cleaner. His injury came about 
while operating a steam-powered washing machine. 
His left hand and arm became caught in the rollers of 
the machine and were badly injured. The flesh was 
torn from the upper and lower parts of the arm and 
the elbow and bones in the hand were crushed and 
fractured. 

There was no question of compensation. The only 
question was how much. 

Two doctors testified as to Williams’ degree of dis- 
ability. One said he was 50% disabled: the other 
said 60%. 

Williams told the court that his work required a 
particular training and skill and that he was unable 
to do any other kind of work since the injury to his 
arm. He claimed that he was entitled to total perma- 
nent disability rather than 50°7-60°°. As a matter of 
fact, Williams’ employer refused to re-hire him after 
the accident because he did not think he could do the 
work the job called for. Two other dry cleaners in 
Laurel also refused to hire Williams for the same 
reason. 

The court said that Williams had done three types 
of work in his lifetime: that of a dry cleaner. a truck 
driver while in military service, and a common laborer 
while in his teens. His present crippled condition 
prevented him from doing any of the jobs which he 
knew. To Williams, held the court. the loss was total. 

Claim for total permanent award allowed. 


Modern Laundry v. Williams: Supreme Court of 
Mississippi, May 2, 1955. (79 So.2d 829) 


oa 


Waiting to Start— 
Still Takes Compensation 


Wuart Is the status of an employee who is injured 
while waiting to begin work? Usually. a worker is 
not deemed in the course of his employment until he 
actually starts the work for which he was hired. But 


a different finding was made in a recent New York 
case. 

Ralph Ingraham was a construction worker for the 
Lane Construction Corporation. His job was that of 
operating an earth-moving machine on a highway con- 
struction job. Ingraham rode to work with a fellow 
employee. 

On the day of his injury. it was raining hard when 
Ingraham and his fellow worker arrived at the site of 
construction. Ingraham’s foreman instructed him to 
wait before starting on his machine until the bulldozers 
and scraper were brought in to clear the mud out. 

While waiting to get started, Ingraham and _ his 
friend sought shelter from the rain and cold in the ear. 
There was a loose light in the car, and Ingraham vol- 
unteered to repair it. The screwdriver he was using 
slipped out of the screw and struck Ingraham in the 
eye. He sought compensation for this injury. 

The employer contended that Ingraham had no jus- 
tifiable claim. The accident did not arise out of, not 
was it in the course of, Ingraham’s employment, said 
his boss. 

The New York court did not agree. Was it neces- 
sary for Ingraham to remain immobile while waiting 
to begin work? Absolutely not, said the court. 
Whether Ingraham’s actions were reasonable under the 
circumstances, and not whether they were connected 
with the work, was the test. Ingraham’s attempt to fix 
his fellow employee’s car, in which he was transported 
to work daily, was a perfectly natural and reasonable 
activity. 

Claim allowed. 

Ingraham v. Lane Construction Corporation: New York 
Supreme Court, Appellate Division, April 1, 1955. 


od 


No Death Benefits 
For at-Home Accident 


Mrs. O. B. FERGUSON claimed that she was entitled to 
compensation benefits for her husband’s death in spite 
of the fact that the injury which caused his death 
occurred in their home. 

Ferguson worked for the Sohio Petroleum Company 
as a foreman. He worked an eight-hour day, but was 
subject to call at any time. The oil wells where he was 
employed were located some distance from Natchez. 
Mississippi, and many of the employees leased resi- 
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in Bare fet! 


ridiculous yes,...but shoes without 
safety steel toes can be just as risky 
Today you can select safety shoes for your workers ranging 
from the finest dress oxfords to heavy duty work boots .. . 


all having the maximum steel toe protection afforded by the new 
improved WINGUARD steel toes. 





























~ 


actual photograph of new 
improved WINGUARD toe 


Safety Box 
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Lockout 
and be Sure! 


SAFETY 
MULTIPLE LOCKOUT 


FOR ELECTRIC SWITCH 
AND FUSE BOXES 


Guards against injuries, damage to 
equipment and work spoilage in that 
switch may not be thrown until last 
man has removed his lock. 


Sturdily constructed. Accommodates 
up to six padlocks. 


Safety Equipment for all Industrier 
INDUSTRIAL PRODUCTS COMPANY 


2826 N. FOURTH STREET 


PHILADELPHIA 33, PA. 


oS FEST. 


dences nearby. Ferguson’s house ‘was just across the 


road from the company office. 
On the day of his injury 
about After the 


the permission of his superior, h 


worked 
in shifts 
e joined several othe 


Ferguson until 


3:00 p.m. 


change and with 


men in a card game. The game lasted until abeut dark. 


He arrived home 
cake and 


ready for bed. 


about seven o'clock in the evening. 
drank coffee. 
His wife 
on his hands. He 
them. He 
While he 


the gas 


ate some and decided to get 
observed that he 


obtained 


had grease 
some gasoline to clean 
into the bathroom. 
lighted heater set off 
was using and he 
seriously that he died the 

Mrs. Ferguson contended that her claim should be 
viewed as if her had 
employer's premises when he was washing the 
that his 
incidental to his ¢ mployment. 

Not so. said the 
duties for the day. He evidently did not expect to do 
any further work that day 


arose. and in that event the 


undressed and went 
was cleaning up, the 
whic h he Was burned sO 


next day. 


husband been living on his 


prease 
from his body. and therefore. 


mnyury, Was 


court. Ferguson had finished his 


unless some emergence \ 


absence of grease from 


his hands would have been immaterial because in all 
likelihood. he 
At the of his injury, the 
was off the 


his own home. 


would have gotten other grease on 


them. time court concluded. 


Ferguson premises of the company, in 


performing a purely personal act. 
Claim disallowed. 
Fergusor Sohio Petroleur ompany Supreme 


ot Mississippi, October 


Court 


1955. (82 So.2d 575 





Working in a 


YOU NEED... 


The U.S. Bureau of Mines ap- 
proved respirator that fi/ters the 
air and makes it clean! 24 square 
inches of filtration area makes 
breathing a breeze! For those 
who must work in dusty places 
there is nothing quite like Dupor 
No. 24. Get details! Order sample 
today, $3.00 postpaid. 


H. S. COVER, P. 0. BOX 2508 | 
SOUTH BEND 14, IND. 


Respirators for Industry since 1894” 
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CUT ACCIDENTS! 


SPEED PRODUCTION! 


Paint clear, 
longer-lastin 


SAFETY LINE 
with an... 


SEND FOR CATALOG! 


9 
S 


PACKER BODIES ¢ LINE MARKERS © SWEEPERS © PAINTS AND BEADS 


CORPORATION 


NEW HOLSTEIN, WIS 


MANUFACTURERS OF QUALITY 
MUNICIPAL AND CONSTRUCTION EQUIPMENT SINCE 1907 
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Lace-to-the-toe, brown elk leather 
work blucher (S-4130). Rivet rein- 
forced. Leather-lined steel toe box. Raw- 
hide laces. Oil-resistant sole and heel. 


Rugged Elk Skin makes this 





all-weather Thom McAn a real 
heavy-duty safety shoe! 





g vans rivet-reinforced Thom McAn takes foul 
weather and rough working conditions right 
in stride. In fact, it can be used in foundry work 

one of the toughest jobs a man 
can face. 

The leather is brown elk. Supple. Durable. 
One of the finest grades of work leather avail- 
able. The sole and heel are oil-resistant. And the 
strong, rot-resistant rawhide laces run from top 
to toe, giving ankles firm support for long hours 
of standing work. 

Add to these specialized qualities Thom 
McAn’s traditional fine craftsmanship. Careful 
stitching. Low money-saving prices. You'll see 
for yourself why Thom McAn’s so good it’s the 
best-selling shoe in all America! 


or a shoe) 


SOLD TWO WAYS: 1. At Thom McAn Stores. 
2. Direct to your plant. Send today for details 
of our money-saving plant-sale plan and Thom 
McAn’s 4-way employee purchase plan—plus 
descriptions of the Thom McAn Safety Shoe 
line. Write: Thom McAn Safety Division, 25 
West 43rd Street, New York 36, N. Y. 


SAFETY SHOES 


| A Division of the Melville Shoe Corporation 


L 





aan omens 
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Alan Wood Steel Co. 
Aluminum Ladder Co. 
American Heart Association 


American Industrial Safety Equipt 


Co. 
American Mat Corp 
American Optical Co. 
Ansul Chemica! Co. 
Armour & Co 
Arnar-Stone Laboratories, Inc. 
Audivox, Inc. 


Bausch & Lomb Optical ( 
Bemis Bros. Bag Co. 
Benson & Associates 
Bomgardner Mfg. Co. 
Boyer-Campbell Co. 
sristol-Myers Co. 

Buffalo Fire Appliance Corp. 
E. D. Bullard Co. 
3urgess-Manning Co. 

Bustin Steel Products, Inc. 


Carbisulphoil Co. 

Chicago Eye Shield Co. 

Chicago Watchclock Co. 

Colonial Refining & Chemical Co 
Columbus-McKinnon Chain Corp 
Coppus Engineering Corp. 

H. S. Cover 

M. E. Cunningham Co 


iD) 


Davis Emergency Equipt. Co. 
Dayton Safety Ladder Co. 
Dockson Corp. 

Dow Chemical Co. 

Dow Corning Corp. 

Doyle Vacuum Cleaner Co. 


Economy Engineering Co. 


Edmont Mfg. Co 


ADVERTISERS’ INDEX 


February 1956 
Federal Sign & Signal Corp. 
Fine Organics, Inc. 

Finnell Systems, Inc. 
Fyr-Fyter Co...... 


A. E. Halperin Co., Ine... . 
Haws Drinking Faucet Co. 
Hild Floor Machine Co. 


Huntington Laboratories, Inc. 


Hynson, Westcott & Dunning, Inc. 


( over 
Hy-Test Safety Shoe Div., 
International Shoe Co. 


Industrial Products Co. 
lron Age Safety Shoe Div. 


Jaxco, Inc. 
Jomac, Inc. 
Junkin Safety Appliance Co. 


Kelley -Mahorney Co. 


Walter G. Legge Co., Inc. 
Lehigh Safety Shoe Co. 
Lightfoot Schultz Co. 
Louisville Ladder Co. 
Lowery Bros. 


Maico Co. 

M-B Corp. 

Thom McAn Safety Shoe Div. 
B. F. McDonald Co. 

McGill Mfg. Co., Inc. 
Medical Supply Co. 

Metal Arts Co., Inc. 

Miller Equipment Co. 

Mine Safety Appliances Co. 


Minnesota Mining & Mfg. Co. 


Nocon Products Corp. 
Onox, Inc. 


G. H. Packwood Mfg. Co. 
Pioneer Rubber Co. 
Pulmosan Safety Equipt. Corp 


Ready Made Sign Co. 
Reece Wooden Sole Shoe Co. 
Rochester Safety Equipt. Co. 


Safety Box Toe Co. 

Safety Ear Protector Co. 

Safety Tower Ladder Co. 

H. M. Sawyer & Son Co. 

Scott Aviation Corp. 

Silicone Paper Co. 

Silver Troy Co. 

A. Smith & Son, Inc. 
Speedi-Dri Corp. 

Standard Industrial Products Co. 
Standard Safety Equipment Co. 
Stonehouse Signs, Inc. 

Sugar Beet Products Co. 
Superior Rubber Mfg. Co. 


Tokheim ¢ orp. 
Torit Mfg. Co 


| nion Wire Rope ( orp. 
U.S. Safety Service Co. 


Vacuum Can Co 


Watchemoket Optical Co. 
West Disinfecting Co. 

White Rubber Co. 

Williams Jewelry & Mfg. Co. 
Willson Products, Inc. 





Complete Safety 


WALK IN 


with 


BUSTIN 
FIRM-GRIP 
GRATING 


The Only Safety 
Grating That Improves 
with Wear 


Complete Comfort 


Here's the safety grating that eliminates falls, 
stumbling or slipping... yet is comfortable to 
walk on EVEN IN STOCKING FEET. If your 
plant has problems due to grease, oil, wax, 
ice-coatings, etc., investigate this scientifically 
engineered safety grating. IT WORKS WHERE 
OTHERS FAIL. 


WRITE FOR COMPLETE CATALOG 


BUSTIN STEEL PRODUCTS, INC. 


DOVER, NEW JERSEY DOVER 6-8800 
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WOODEN SOLES INSULATE 


They Are Puncture-Proof 


No. 351 


Sizes 
Small 
Medium 
Large 


Reece Wooden Sole ‘Hot Foot” Sandals 


are Time Savers — strap on quickly — they 
bend—they are light weight—they are sturdy. 
Sole leather hinges assembled with screws and 
washers. Durable straps. 


Write for Catalog 
R E ECE Vi £ele) 2) 4) Bye) & 
N) 5 (0) a Om 
DEPT. O-2-56 COLUMBUS, NEBRASKA 
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M-S-A DUSTFOE 66 


Improved for better, more comfortable face fit, and reduced 
breathing resistance. More sponge stock, plus special contour 
design gives an automatic fit, that assures an airtight seal 
without adjustment. Larger exhalation valves improve breath- 
ing. Valves are spring-retained to avoid variations in breathing 
ease, and to prevent accidental removal. Filters dusts and 
mists.* Write for detailed bulletin. 





M-S-A COMFO FILTER 2 


New facepiece compound never feels clammy, won’t harden, 
or “‘set’’ in distorted shapes; provides greater wearing com- 
fort, durability. Three interchangeable filters—(1) dusts not 
significantly more toxic than lead;* (2) dusts, mists, metal 
fumes;* (3) toxic aerosols and extremely fine particles. 
The new Comfo Filter Respirators are smaller, lighter than 
previous models. Write for detailed bulletin. 





SSCSSSSSSSESSESSSEESSSSSESSSSSSESSSESSSESSESESEESOEEEEEOSE 


Here’s the NEW—IMPROVED 


M-S-A RESPIRATOR LINE 


FOR CHEMICALS 
AND VAPORS 





M-S-A GASFOE 








Better looking, light weight, compact, comfortable. Add to 
these features the four different single cartridges that are 
interchangeable and easily replaceable and you see why the 
new Gasfoe is tops. Cartridges available—GMaA * for organic 
vapors; GMC for acid gases and/or organic vapors: GMD 
for ammonia concentrations; MERSORB for metallic mer- 
cury vapors. Write for detailed bulletin. 





Redesigned for greater comfort, protection. New facepiece 
keeps its shape, does not harden or set, resists facial oils. The 
new cartridge design extends breathing protection life, and 
reduces resistance. Four interchangeable cartridges protect 
against organic vapors,* acid gases, ammonia, or metallic 
mercury vapors. Filters available for dust protection.* Write 
for detailed bulletin. 


SSCSCOSSSSSSSSSSSSSSSSSSESSSSESSSESESSSSESTESEEES 


*U.S. Bureau of Mines Approved 


£ 


/, ~ 
Le \ 24 
\N 
\ 


by 
i 


Call the M-S-A man on your every safety problem tl 
+.» his job is to help you 


SAFETY EQUIPMENT HEADQUARTERS |) 


SAFETY APPLIANCES COMPANY 
201 North Braddock Avenue, Pittsburgh 8, Pa. 
At your Service: 76 Branch Offices in the United States 


MINE SAFETY APPLIANCES CO. OF CANADA, LTD. 


Toronto, Montreal, Calgary, Edmonton, Winnipeg, Vancouver, Sydney, N.S. 
Representatives in Principal Cities in Mexico, Central and South America 


Cable Address: “MINSAF” Pittsburgh 
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SMALL DETAILS MAKE A BIG 
DIFFERENCE 


Numbers YOU spe- Large cuff roll re- 
cify etched on duces current 
each glove. Affords creepage so important 
positive identification, in wet weather use. 
accurate records, at 
no extra cost to you. 


TOR 


asi 


INNER LINER GLOVES LEATHER PROTEC 
to absorb sweat in GLOVES for abr 
summer and keep hands Beg yee lalate 


‘ , to fit over bber 
warm in winter. gloves. 


WHITE RUBBER CO. 


DEPT. Oo RAVENNA, OHIO 
Circle No. 97 on reader service card 
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BUYERS’ GUIDE 


Use this classified list of 
advertised products to locate 
easily the information 
you need 





\bsorbents, floor 
\thletes’ foot preventive 


Chains 
Cigaretie dunking stations 
Clothing, protective 


Dispensers, soap 


Dust control equipment 


Ear protectors 
Fye wash fountains 


Eyewear Cover IIT, 1. hime 


Faceshields 
Fire extinguishing equipment 
First aid supplies 
Cover II, 42, 49, 57, 

Floor safety grating 
Floor matting 
Floor maintenance 

equipment 4, 24, 
Floor maintenance materials 
Floor non-slip materials 
Food carriers 
Footwear 7, 9, 16, 77 


Fume control equipment 
Gloves, protective 


Hard hats 


Hearing testers 
Inhalators 


Ladders 

Ladder safety device 

Lens cleaners 15, 83 
Lighting equipment, guards 


Line markers 


Machine guards, shields 
Marking tools 
Mirrors 
Noise control equipment 
Protective bottle covers 
Protective creams 


Pumps 


Respirators 


Salety awards, trophies 
Safety belts 

Salt tablets 

Showers 

Signals 

Signs 
Skin cleaners 
Slings 
Solvents 


Stretchers 


Watchmen’s clocks 
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“i 
=.) “What About 
720” Stat Accidents" 


‘ a 7 ( is an article Occupational Hoz- 
( <= ords ran March 1955. it’s so 
at fa important we're making re- | 
— prints available to you. 








t's a notion of ours that 
everybody at one time or 
another is liable to miss a 
gem of an article. Maybe 
this one on STAIR ACCI- 
DENTS got by you. If it did, 
drop us a postcard and just 
say the magic words — 
STAIR ACCIDENTS — and 
faster than you can say 
SAFETY FIRST, we'll rush 
you your copy. And if it 
saves you just ONE acci- 
dent in your plant next 
month, we'll feel well repaid. 


*Little Reddy speaks for all of us at 


COLONIAL REFINING & 
CHEMICAL COMPANY 


PLANTS: CLEVELAND 
GENERAL OFFICES: N. B. C. BUILDING 
CLEVELAND 14, OHIO 





\ 


New stretcher makes any 
vehicle an emergency ambulance 


Here's another use for the versatile new Hag- 
gard’s all-purpose stretcher kit. No matter 
what type of stretcher you now have, you 
have need for the new Haggard. It does all 
the things any stretcher can do, plus many 
more. It is a complete unit ready for instant 
use anywhere. It is so compact that it fits 
into a car trunk. Lightweight, only 28 

pounds complete with case, blanket, first aid 
supplies, and accessories. It’s such a totally 
new concept in utility, versatility and prac 
ticality that you should investigate it at once 
See how easy it is to store, transport, and put 
to use. See all the advanced, needed features 
that make it a combination litter, fracture 
board, traction splint, and resuscitator. Com- 
pact, convenient, complete. Ask your MSco 
distributor for a demonstration or write Med- 
ical Supply Company, Rockford, Illinois. In 
Canada, Safety Supply Company, Toronto 2, 
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SILICONE TREATED 


The white space on this page is exactly the size of the 
Magic sheet; over 50% larger than usual, and twice the 
tearing strength. Yet it costs less. Loaded with sparkle- 
power, it polishes—and protects—as it cleans crystal-clear. 

Compact Self-Mounting Dispenser has no moving 
parts. No drilling, No serews. Just stick it to the wall. 

Magic Heavy-Duty Cleaning Station is for heavy grit 
areas or where anti-fog protection is needed. Magic Lens 
Cleaning & Anti-Fogging Fluid is pressure-packed. 1,400 
applications per can. One Magic can equals 4 old-fash- 
ioned bottles. That’s the first saving. No pump. Nothing 
to refill. 

Indestructible Dispenser locks can in place. No pil- 
ferage possible. Releases each sheet of paper 1-by-1, not 
in bunches; greatly reducing waste. 

Magic Heavy-Duty Paper, not silicone treated, is our 
superb wet-strength tissue. No scratching on plastic, and 
no lint. Again, you save money. 

Ask to exchange Magic for your old cleaning stations 
FREE, or order anew — now! Wire or write us or your 
Safety Jobber today! 


Magic Lens Tissue 6 refills per carton $8.40 per carton 

Magic Lens Tissue Dispenser $2.50 each 

Magic Heavy-Duty Dispenser $5.95 each 

Cleaning & Anti-Fogging Fluid twelve 12 oz. cons $12.50 per carton 

Heavy-Duty Paper 18 giant refills (760 sheets ea.) $11.60 per carton 
All prices F.0.B. shipping point 





Exchange all your other re [Cae 
Stations for Magic FREE | = 


Magic Lens Tissue Magic Heavy-Duty 
America’s leading Cleaning Station 
Eye-aid for Science’s answer to 
Safety. Grit, Fog, and Grime. 


The Silicone Paper Company of America Inc. 75 E. 45th St., New York 17, N. Y. 


bon 
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Peucther NEW Product 


Pclaosan ST 


The Only All-Disposable Goggle Anti-Fogging & Cleaning Station! 














LOWEST INITIAL COST! 
NO MAINTENANCE COST! 


NO REFILLS TO BUY! 


Maintenance of the “usual” type of goggle 
cleaning station is expensive. After all, someone 
in your plant spends time adding tissues or 
fluid as one or the other runs out. It takes 
time... time is money! Start saving right now 
by installing Pulmosan “STOPS-FOG” 
Goggle Anti-Fogging and Cleaning Stations. 
Each station is a self-contained, low priced unit 
that is thrown-away when tissues and liquid 

are exhausted. You give your workers an 
efficient anti-fog and cleaner station ... you 
put an end to expensive refills and time consum- 
ing, wasteful housekeeping! 


$1.50 each station 


Saves your plant 


$1.35 ea. 1 to 3 cartons—12 Stations to carton : 
(ieal-me cele @e-lale Mm aslelal-h4 
$1.25 ea. 4 or more cartons 


At this low price you can afford to have many 
more goggle anti-fogging and cleaning stations 
throughout your plant. 


EACH STATION CONTAINS : 


® Enough “STOPS-FOG” Solution and Tissues 
for 600 to 1000 applications. 

® Ultra-effective combination anti-fogging and 
cleaning solution in unbreakable spray container. 
(only spray head is visible) 


® Solution and tissues always “in balance”. 
One won't run out before the other. 
® Ample space provided atop station for used tissues. 
® Simple wall bracket holds entire station. 
New stations hook right on in seconds. 
® Highest quality lens tissues are strong, 
absorbent, lint-free. Dispense from below. 


EVERYTHING FOR INDUSTRIAL SAFETY 





Industry's most complete line 


of safety 
frames 
and 


lenses 
Popular all-metal type 


Corrosion-resistant nickel alloy metal 
frame series, with P-3 “drop oval” lens 
shape. M-50 shown. 


+ 
N Th ta n Metal-acetate 
CW combination 
First combination frame in the indus- 


trial field. New S-7 lens shape for 
greater visual efficiency, increased pro- 


tection, and better appearance. Favorite in all-acetate 


Non-sparking, combustion-resistant 
acetate frame series, with P-3 “drop 


oval” lens shape. Y-70 shown. 
\ \ hatever your need for spectacle-type safety 

eyewear... Bausch & Lomb has a model specially 

designed to give you the utmost in worker 

protection, efficiency and comfort. Write for 

“Complete Eye Protection,” valuable data on 

safety lenses, frames, and their application: 

Bausch & Lomb Optical Company 

90402 Smith St., Rochester 2, N. Y. 


BAUSCH 6 LOMB 


mes 
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_ OCCUPATIONAL HAZARDS The Industrial Publishing Group 


MAGAZINE OF INDUSTRIAL SAFETY AND HOUSEKEEPING A DIVISION OF TELENEWS PRODUCTIONS: INC®* 


1240 ONTARIO STREET @ CLEVELAND 13, ) SU 1-9622 


The April issue of OCCUPATIONAL HAZARDS will again devo 
prominent space to the show and will feature: 


List of exhibits and booth number 
Complete floor plan of the show, 
Extra copies of the April issue will be 


distributed to the visitors at the show - 
a circulation bonus for our advertisers. 


Your sales message will reach the specifiers or buyers of safety 
equipment when they are ready to buy. The April issue of OCCU- 
PATIONAL HAZARDS has always been one of the high inquiry 
producing issues of the year. If you haven't already scheduled 
advertising in our April issue, reserve space now. Advertising 
forms close March 1, 1956, 


OCCUPATIONAL HAZARDS 


Lon Spmpt~ 


Edwin M. Joseph 
Vice President 











